





Index. 


SUBJECTS. 


A 


Absolute and Relative Contraindications. 
Bailey, H. A. T. 


Acid, Effects of Anoxia and Ethacrynic, 
Upon Ampulla Endolymphatic Poten- 
tial and Upon High Energy Phosphates 
in Ampullar Wall. Thalmann, R. and 
Kusakari, J. 


67 


Acid, Ethacrynic, the Ototoxic Effects 
of, in Man and Animals. Matz, G. J. . . 1065 


A Comparison of Therapeutic Modalities 
in Glomus Tumors in the Temporal 
Bone. Spector, G. J., Fierstein, J. and 


MU TNT SS 8a a ataln cholic ete lODie Gn 0: 810 690 
Acute Acromegalic Dyspnea. Dujovny, 

M., Osgood, C. P. and Segal, R. ....1397 
Address, Presidential, 1975. De Weese, 

RPT OUEL, 55d snitslo din trolw sti wie slate ese 755 
Adenoma, Pituitary Chromophobe, Nasal 

Obstruction Caused by a. Summers, 

ee SN ee ee er ee ee 
Adenomatous Tumors of Middle Ear and 

Mastoid. Derlacki, E. L. and Barney, 

Pee. | edlomiteceireied cp lectera sien 5 112 


Adenotonsillar Hypertrophy Cardiac and 
Pulmonary Failure Secondary _ to. 
Goodman, R. S., Goodman, M., Goot- 
man, WN, and Gomet, Ti. ......ccces 1367 


Adenotonsillitis, Recurrent. A New Con- 
cept. Sprinkle, P. M. and Veltri, R. W. 58 


A Finger Extension Tongue Depressor. 


ge TOS aa ae Sak oo ee 454 
Airbag, Investigation of Acoustic Trau- 
ma from the. Richter, H. J., II. ....1188 


Air Stimulator for Caloric Vestibular 
Testing, Construction of a Practical and 
Inexpensive. Proctor, L. R., Metz, W. 

Pie AME ORS he NE. 6 Sig con Bie ese k's Bare. 126 


Airway Obstruction and Apnea, During 
Feeding and Sleep. Steinschneider, A. 
am Banues, 1D. 5 csiéccsseessc 1359 


Alternatives in Nasal Reconstruction 
(“Five Flaps and a Graft”). Tardy, 
M. E., Jr. 1 


oheeS ors ete ew okie cake eae % 148 


Amyloid Deposits in Trachea and Esoph- 
agus: Ultrastructural Confirmation. 
Busuttil, A., More, I. A. R. and Jones, 
D. G 


850 


An Endolaryngeal Method of Vertigo- 
Lateral Management of Vocal Cord 
for Bilateral Abductor Paralysis. Lang- 
I We Sricc cs casa cate sicunive «ete 


Anesthetic Management for Carbon Di- 
oxide Laser Surgery of Larynx. Shak- 
er, M. H., Konchigeri, H. N., Andrews, 
A. H., Jr. and Holinger, P. H. .... 857 


979 


An Exercise in Clinical Judgment. Glass- 
GOs Ss Ss BEES, Boiss ntsc saben ss 70 


An Experimental Model for the Study of 
Endolymphatic Hydrops in Sharks. Im- 
plications for the Clinician. Arenberg, 

I, K., Murray, J. P., Rauchbach, E. 
gu woe Ns Ls ha cecneeshGiee 1426 


Angiofibroma, Juvenile Nasopharyngeal: 
Radiographic Aspects. Sessions, R. B., 
Wills, P. I., Alford, B. R., Harrell, J. 
et OMS, Ths A. sso clo cele cic 2 


Angiofibroma, Nasopharyngeal. Boles, R. 
and Dedo, H. 


Anomalies, Patterns of, in Children with 
Malformed Ears. Rapin, I. and Ruben, 


Be ee Sadhana deuce the ese eaan 1469 
Anomaly, Rare Laryngeal, Bifid Epi- 

glottis. Healy, G. B., Holt, G. P. and 

TE Se Us sveasaa sos oe se bese 1459 


Anterior Canal Wall Bulge: Indications 
and Techniques for Removal. J. R. 


og | ee Areata 185 


Anterior Sulcus, Maintenance of — Tym- 
panic Membrane Relationships in 
Tympanoplastic Surgery. Bailey, H. A. 


Wee ae ok ac len conan axes 179 
An Unusual Application of a CROS 
Hearing Aid. Carver, W. F. ........ 1712 
Apex, Petrous, Middle Cranial Fossa 
Approved to the. Hendershot, E. L., 
Wood, J. W. and Bennhoff, D. .... 658 


Apnea and Airway Obstruction During 
Feeding and Sleep. Steinschneider, A. 
are Gee, 99 DS oan de a hae 1359 


Arnold-Chiari Malformation Respiratory 
Function in Infants with. Krieger, A. 
J., Detwiler, J. S. and Trooskin, S. Z. 718 


1900 

















Index. 


SUBJECTS. 


A 


Absolute and Relative Contraindications. 
Bailey, H. A. T. 


Acid, Effects of Anoxia and Ethacrynic, 
Upon Ampulla Endolymphatic Poten- 
tial and Upon High Energy Phosphates 
in Ampullar Wall. Thalmann, R. and 
Kusakari, J. 


67 


Acid, Ethacrynic, the Ototoxic Effects 
of, in Man and Animals. Matz, G. J. . . 1065 


A Comparison of Therapeutic Modalities 
in Glomus Tumors in the Temporal 
Bone. Spector, G. J., Fierstein, J. and 


MU TNT SS 8a a ataln cholic ete lODie Gn 0: 810 690 
Acute Acromegalic Dyspnea. Dujovny, 

M., Osgood, C. P. and Segal, R. ....1397 
Address, Presidential, 1975. De Weese, 

RPT OUEL, 55d snitslo din trolw sti wie slate ese 755 
Adenoma, Pituitary Chromophobe, Nasal 

Obstruction Caused by a. Summers, 

ee SN ee ee er ee ee 
Adenomatous Tumors of Middle Ear and 

Mastoid. Derlacki, E. L. and Barney, 

Pee. | edlomiteceireied cp lectera sien 5 112 


Adenotonsillar Hypertrophy Cardiac and 
Pulmonary Failure Secondary _ to. 
Goodman, R. S., Goodman, M., Goot- 
man, WN, and Gomet, Ti. ......ccces 1367 


Adenotonsillitis, Recurrent. A New Con- 
cept. Sprinkle, P. M. and Veltri, R. W. 58 


A Finger Extension Tongue Depressor. 


ge TOS aa ae Sak oo ee 454 
Airbag, Investigation of Acoustic Trau- 
ma from the. Richter, H. J., II. ....1188 


Air Stimulator for Caloric Vestibular 
Testing, Construction of a Practical and 
Inexpensive. Proctor, L. R., Metz, W. 

Pie AME ORS he NE. 6 Sig con Bie ese k's Bare. 126 


Airway Obstruction and Apnea, During 
Feeding and Sleep. Steinschneider, A. 
am Banues, 1D. 5 csiéccsseessc 1359 


Alternatives in Nasal Reconstruction 
(“Five Flaps and a Graft”). Tardy, 
M. E., Jr. 1 


oheeS ors ete ew okie cake eae % 148 


Amyloid Deposits in Trachea and Esoph- 
agus: Ultrastructural Confirmation. 
Busuttil, A., More, I. A. R. and Jones, 
D. G 


850 


An Endolaryngeal Method of Vertigo- 
Lateral Management of Vocal Cord 
for Bilateral Abductor Paralysis. Lang- 
I We Sricc cs casa cate sicunive «ete 


Anesthetic Management for Carbon Di- 
oxide Laser Surgery of Larynx. Shak- 
er, M. H., Konchigeri, H. N., Andrews, 
A. H., Jr. and Holinger, P. H. .... 857 


979 


An Exercise in Clinical Judgment. Glass- 
GOs Ss Ss BEES, Boiss ntsc saben ss 70 


An Experimental Model for the Study of 
Endolymphatic Hydrops in Sharks. Im- 
plications for the Clinician. Arenberg, 

I, K., Murray, J. P., Rauchbach, E. 
gu woe Ns Ls ha cecneeshGiee 1426 


Angiofibroma, Juvenile Nasopharyngeal: 
Radiographic Aspects. Sessions, R. B., 
Wills, P. I., Alford, B. R., Harrell, J. 
et OMS, Ths A. sso clo cele cic 2 


Angiofibroma, Nasopharyngeal. Boles, R. 
and Dedo, H. 


Anomalies, Patterns of, in Children with 
Malformed Ears. Rapin, I. and Ruben, 


Be ee Sadhana deuce the ese eaan 1469 
Anomaly, Rare Laryngeal, Bifid Epi- 

glottis. Healy, G. B., Holt, G. P. and 

TE Se Us sveasaa sos oe se bese 1459 


Anterior Canal Wall Bulge: Indications 
and Techniques for Removal. J. R. 


og | ee Areata 185 


Anterior Sulcus, Maintenance of — Tym- 
panic Membrane Relationships in 
Tympanoplastic Surgery. Bailey, H. A. 


Wee ae ok ac len conan axes 179 
An Unusual Application of a CROS 
Hearing Aid. Carver, W. F. ........ 1712 
Apex, Petrous, Middle Cranial Fossa 
Approved to the. Hendershot, E. L., 
Wood, J. W. and Bennhoff, D. .... 658 


Apnea and Airway Obstruction During 
Feeding and Sleep. Steinschneider, A. 
are Gee, 99 DS oan de a hae 1359 


Arnold-Chiari Malformation Respiratory 
Function in Infants with. Krieger, A. 
J., Detwiler, J. S. and Trooskin, S. Z. 718 


1900 

















INDEX. 


Arterial Blood Gas Determination in Pa- 
tients with Anterior Packing. Slocum, 
C. W., Maisel, R. H. and Cantrell, R. 
Wi “catsctwseedscocesees be Ubu cuuees 


Arytenoidectomy Revisited. Newman, M. 
H. and Work, W. P. 


Aspiration Cytology of Salivary Gland 
Tumors: Diagnostic Experience from 
Six Years of Routine Laboratory Work. 
Lindberg, L. G. and Akerman, M. .. 


Aspiration, Vocal Cord Injection in the 
Treatment of Acute and Chronic. Ron- 
tal, E., Rontal, M., Morse, G. and 
PE Ts ES ko isda obese shibeeas 


Audiological and Vestibular Data, Com- 
puter Processing of, Il. A Further 
Note. Abel, S. M. and Barber, H. O. 1342 


840 


Audition, the Thyroid and. Meyerhoff, 
Pe a: oie eae od ar See ees Res OM 483 


Auditory Canal, Carcinoma of the Ex- 
ternal. Crabtree, J. A., Britton, B. H. 


ee Os en cine ceskc sae ne 405 
Auditory Canal Secretory System, Hu- 

man External: An Ultrastructural 

Study. Main, T. and Lim, D. ...... 1164 


Auditory Thresholds in the Guinea Pig: 
Preliminary Report of a Behavioral 
Technique Employing a Food Reward. 
Walloch, R. A. and Taylor-Spikes, M. 1699 


Augmentation Mentoplasty Using Poly- 


amide Mesh — Practical Suggestions 
on Facial Plastic Surgery — How I 
iy Et; seeeeee As: 3a oo34.0 3330 00% 1602 


Avoiding Complications in Radical Neck 
Dissection. Yarington, C. 'T., Yonkers, 
A. 3; end Bemnee, Si-Basc'6 os 0850's 325 


B 


Basis and Some Diagnostic Implications 
of Electrocochleography. Naunton, R. 
PSG ON Oe oon ces ode ei nthes 475 


Bell’s Palsy: Critical Analysis of Current 
Trends in Management of. Lathrop, 
F. D. 1s 


Bell’s Palsy, Natural History of; the 
Salivary Flow Test and Other Prognos- 
tic Indicators. May, M., Hardin, W. B., 
Jr., Sullivan, J. and Wette, R. ...... 


Bell’s Palsy, the Use of Steroids in: A 
Prospective Controlled Study. May, 
M., Wette, R., Hardin, W. B., Jr. and 
Oe Sor eer ois a. 


Bifid Epiglottis: A Rare Laryngeal 
Anomaly. Healy, G. B., Holt, G. P. 
ie a AS eee rn 1459 


704 





1901 


Blepharoplasty, the Lower. Practical Sug- 
gestions in Facial Plastic Surgery — 
How I Do It. Bernstein, L. ........ 1757 


Blood Gas Determination, Arterial, in Pa- 
tients with Anterior Packing. Slocum, 
C. W., Maisel, R. H. and Cantrell, 
Di WEe écaeieseGuce Caen cthakaeewcs 


Blood, in Man, Observations on Biochem- 
ical Effects of Transfusion of Citrate- 
Phosphate-Dextrose Stored. Miller, R. 
N., Engelhardt, R., Collins, J. A., 
Statopolsky, E. and "Ladenson, J. H. 1272 


Boards, “ey 4 Specialties and _ the. 


Holden, 8 res ee ee 763 
Bone, Temporal Resection, Facial Reha- 

bilitation, Surgical Reconstruction Fol- 

lowing. Berkowitz, y P., Miller, D. 

W. and Alonen, W. A, ...ccccccsen 509 
Bone, Temporal, aaa eae of the. 

Guzowski, J., Paparella, M. M., Rao, 

RK. 20; Ge ROU Ne b's converses 141 


Bone, Temporal, Metastatic Disease of 
the. Stucker, F. J. and Holmes, W. F. 1136 


-s Review, The Human Larynx. Fink, 
B. 


Calcifying Odontogenic Cyst (Gorlin’s 


Cyst) of the Maxillary Sinus. Sud- 
Gee PU ES ic cocw sevens stsiedes 1845 
Canal Wall Bulge, the Anterior: Indi- 


cations and Techniques for Removal. 
Chandler, J. R. 


Cancer, Laryngeal, Surgical Salvage 
After Radiation for. DeSanto, L. W., 
Lillie, J. C. and Devine, K. D. 


Cancer of Larynx and Hypopharynx, 
Surgical Pathology of. Sessions, D. G. 


185 


649 


814 


Capsule, Labyrinthine and Stapes Foot- 
plate, Recurrent Meningitis and Laby- 
rinthine Gusher Related to Defects 
of the. Hipskind, M. M., Lindsay, J. 
R., Jones, T. D. and Valvassori, G. E. 


Carcinoma of Larynx, Hemilaryngectomy 
for T; ow Cord) Epidermoid. Le- 
sinski, S$. G., Bauer, W. C. and Ogura, 
Fic: Sas rch way th caseeRe atten Ste 1 


Carcinoma of the External Auditory Ca- 
nal. Crabtree, J. A., Britton, B. H. and 
Fue; GAs ah. “des coeeabsatescusees 405 


Cardiac and Pulmonary Failure Second 
to Adenotonsillar Hypertrophy. Good- 
man, R. S., Goodman, M., Gootman, 
a os AE te Or een moe Ae 1367 


682 








1902 


Carotid Catastrophies, Intracranial, En- 
countered by the Otolaryngist. Rob- 
bins, J. B., Fitz-Hugh, G. S. and Jane, 


ee pedeeies.<. eaten em, 


Cerebrospinal Fluid Rhinorrhea Via Fos- 
sa of Rosenmuller. Jaffe, B., Welch, 
K., Strand, R. and Treves, S. ...... 903 


893 


Cervical Hibernoma. Lawson, W. 


a eat ep separeate, 
Chain, Ossicular, Reconstruction. Glass- 
cock, M. E., III. ’ 


Children, Fibrosarcoma of Head and 
Neck in. Swain, R. E., Sessions, D. G. 
Ge I, Ig Es bv sis vcs cleo ois00l 

Chin Augmentation, Proplast. Merrin, 
M. L., Parkes, M. L. and Kamer, F. 
Wisi aw Selene WAGUER FH o's SRS DNCe ws 1829 


Intact Canal Wall Tym- 
panoplasty in a Management of. 
Glasscock, M. E., III and Miller, G. 
ha OIE EAR PE ne 5 Sipe 1 


Cholesteatoma, 


Chondrodermatitis Helicus, a Clinical Re- 
Evaluation and Pathological Review. 
Metzger, S. A. and Goodman, M. L. . . 1402 


Chondrosarcoma of the Larynx. Cham- 


bers, R. G. and Friedel, W. 713 


Arch 


Clinical Experiences in Hyoid 
Druck, 


Transposition. Alonso, W. A., 
1 pg ee: re 
Clinical Significance of Viral Latency. 
Sprinkle, P. M., Veltri, R. W. and 
WHER Th sv nbedeeskabecure weiss owe 1815 


Cochlear Implants, Technical and Clini- 
cal Implications. Glattke, T. J. ...... 1351 


CO, Laser Laryngoscopy in a Variety 
of Lesions. Lyons, G. D., Lousteau, 
Rn. }. ane miouney,. @: ©. sec cccees 1658 


Computerized Tomography (CT) in Oto- 
laryngology. Wortzman, G. and Hol- 
Ong ke EE eee ee 1552 


Computer Processing of Audiological and 
Vestibular Data. II. A Further Note. 
Abel, S. M. and Barber, H. O. ...... 1342 


Conchal Perichondrium as Tympanic 
Graft with Maintenance of Drum 


Conization. Wright, W. K. 191 


Defect 
Sekhar, 


o ee eee eeees 


Congenital Anomalies, Mondini 


in Association with Multiple. 
H. K. C. and Sachs, M 





INDEX. 


Congenital Anomalies of Middle Ear. 
se ee Set rr ee er ae 251 


Congenital Subglottic Fibroma in the 
Newbom. Tsui, H. N. and Loré, J. 
ge RNa RBS eric i Se 571 


Construction of a Practical and Inex- 
pensive Air Stimulator for Caloric Ves- 
tibular Testing. Proctor, L. R., Metz, 


ee Ro ee 126 
Contraindications for Tympanoplasty. 

PU A, AGS’ i ccanndccnenisSensnae 77 
Contraindications to Tympanoplasty. 

DL TEE, TEs, 5 disso sate RSS ae 79 
Cranio-Facial and Mandibular Osseous 

Contour Reconstruction, Use of a New 

Combination “Graft.” Leake, D. L. 

ie OE HL Svs vs 08 eee es 1879 
Cricopharyngeal Myotomy in Amyotroph- 

ic Lateral Sclerosis. Lebo, C. P., Sang 

U; mean sores: F. 2, 3 oS. s05-% 862 
Crimper, pegetectony, a Modified. 

I BS i S.0-d sis oe duanvearee vie 


Critical Analysis of Current Trends in 
eee of Bell's Palsy. Lathrop, 
1209 


Crura, Human Stapes, Surface Bone 
Architecture Scanning Electron Micro- 
scopic Findings. Graham, M. D. and 
House, H. P. 


Current Adjuncts for Surgery of the 
Sphenoid Sinus and Pituitary Gland. 
Calcaterra, T. C. and Rand, R. W. .. 


Current Meningitis and Labyrinthine 
Gusher Related to Congenital Defects 
of Labyrinthine Capsule and Stapes 
Footplate. Hipskind, M. M., Lindsay, 
J. R., Jones, T. D. and Valvassori, 
Bee 4 Be Utice sv ok Séeech UN 682 


Cyst, 
Cyst) of the Maxillary Sinus. 
derth, M. E. 


Cytology of Nasal Secretions: Further 
Diagnostic Help. Bickmore, J. T. and 
WERE OS Ts. SSNS dV odes ad 516 


1692 


Calcifying Odontogenic (Gorlin’s 
Sud- 


D 


Deafness, Sensori-Neural. Paget’s Dis- 
ease and; Temporal Bone Histopathol- 
ogy of Paget’s Disease. Lindsay, ]. R. 
Me ON, . oss cone cdtee eee 


Deafness, Total Implantation of — 
Intracochlear: Preliminary 


Chouard, C. H. and MacLeod, a 1743 
































INDEX. 


Defects, Large, Midfacial, Prosthetic Re- 
habilitation. Beumer, J. and Calca- 


SEE: is db db ve ssucecanckee se 280 
Dermal Grafts: An Alternative Tech- 

ee ee ee er 1722 
Detection of Ototoxicity from Drugs 

Applied Topically to the Middle Ear 

Space. Brummett, R. E., Harris, R. 

F. Gee eee. 5, A. occ ccsee sss 1177 
Diagnosis and Treatment of Fluctuant 

ee A ee 
Diagnostic Value of Tomography in Uni- 

lateral Vocal Cord Paralysis. Isshiki, 

Oe EN, DG caso casccuetee 1573 
Difficult Direct Laryngoscopy. Lewy, 

J ee es ae ae 567 
Discontinuity, Ossicular. Keller, A. P., 

Be Sessa eset Seep weh sce esse ee eo" 1792 
Disease, Chronic Middle Ear, Stapes 

Fisetion in; Shea, M. C. ....sc200% 230 
Diseases, Physician and Patient-Induced 

in Otolaryngology. Schramm, V. L., 

D. Cabevetienb La ceb ee see se ase et ted 1524 


Division of Posterior Cricoid Plate in 
Young Children with Subglottic Sten- 
osis. Crysdale, W. S. and Platt, L. J. 1451 


Drooling, Surgical Elimination of. Tore- 


malm, N. G. and Bjerre, I. ........ 104 
Drum Conization, Conchal Perichon- 
drium as a Tympanic Graft with Main- 
tenance of. Wright, W. K. ........ 191 
Drumhead Contour, Prevention of Blunt- 
ing the Anterior Canal, Plester Tech- 
move. Gingieton, G. TT. ....sccccee 193 
Drumhead in Tympanoplasty, Mainte- 
nance of Conization of. Keller, A. J., 
eo Srune ee hee ae 196 
DSMO in Otology. Freeman, G. R. .... 921 
Dysphagia, Pharyngoesophageal and Gas- 
troesophageal Reflux. Henderson, R. 
D., Woolf, C. and Marryatt, G. ....1531 
Dyspnea, Acute Acromegalic. Dujovny, 
M., Osgood, C. P. and Segal, R. ....1397 
E 
Ear, Inner, Decompression Sickness. 
Farmer, J. C., Thomas, W. G., Young- 
blood, D. G. and Bennett, P. B. ....1315 
Ear, Malignancies of the. Conley, J. and 
DONE, BR iy oistdn Jdcbecesdidue 147 


1903 


Ear, Middle, 
the. Pou, J. W. 


Ear, Middle, Vascular Anomalies of the. 
Storrs, 


Congenital, Anomalies of 
sade bnata'cevbee ses 251 


Ear, Perichondritis of the. Martin, R., 
Yonkers, A. J. and Yarington, C. T. .. 664 
Ear, Radicalized, Tympanomastoid Re- 
construction: Operative Procedure for 
Anatomical and Functional Restoration 
of the. Perkins, R. 


Ear Reconstruction and Mastoid Obliter- 
ation with Proplast After Radical Mas- 
toidectomy. Martinez, D. M. (This 
was a Movie Presentation. ) 


416 


Effective Stimulus for Xenopus Laevis 
Lateral-Line Hair Cell System. Bauk- 
night, R. S., Strelioff, D. and Hon- 
ERS Ws 4.0 hs SUS s peewke when cess 


Effect on Perilymph of the Alteration of 
Serum Glucose or Calcium Concentra- 
tion. Juhn, S. K. and Youngs, J. N. .. 27 


to 
~ 
w 


Effects of Anoxia and Ethacrynic Acid 
Upon Ampulla Endolymphatic Poten- 
tial and Upon High Energy Phosphates 
in Ampullar Wall. Kusakari, J. and 


TESS sicko e art veka ceeds om 132 
Effects of Droperidol in Management of 

Vestibular Disorders. Johnson, W. H., 

Fenton, R. S. and Evans, A. ...... 946 
Effects of Head Blow on Development 

of Hearing Loss. Makishima, K. and 

SOU... CSIs. co REARS oe a dws oo 971 


Efficacy of “Conservative” Medical Reg- 
imens on the Rate of Hearing Losses 
in Méniére’s Syndrome: A Retrospec- 
tive Computerized Statistical Analysis. 
Weintraub, J., Arenberg, I. K., Spec- 
tor, G. J. and Stroud, M. H. ........ 1391 


Electrocochleography, Basis and Some 
Diagnostic Implications of. Naunton, R. 


FG, Be So's.ssnashovslveudan 475 
Endolymphatic Sac Drainage for Intrac- 
table Vertigo (Method and Experi- 
ences). Paparella, M. M. and Hanson, 
PP. hives sha vaeree teks sees ces 697 
Epitympanic Fixation of Incus and Mal- 
le | OS eee 243 
Epitympanic Malleus Fixation, Correc- 
tion without Disrupting the Ossicular 
Chain. Armstrong, B. W. .......... 1203 
Eustachian Tube, the Vascular Anatomy 
of the, in the Guinea Pig. Voorhees, 
sib n sles eeubinbed Sain ster oon 1087 











1904 


Examination of the Vestibular System by 


Short-Time Accelerations. Bodo, G. .. 874 
Experiences in Lateral Pharyngotomy. 
Rr eee ae 1626 
Eyebrow, Ptotic, Surgical Treatment of 
the. Parkes, M. L., Kamer, F. M. and 
IR 6 on dl dh is-s io 3 pve.5'6 1435 
F 
Facial Nerve Grafting. Alford, B. R. .. 257 
Facial Nerve, Ischemic Paralysis of the: 
A Possible Etiologic Factor in Bell’s 
Palsy. Calcaterra, T. C., Rand, R. W. 
OE Bs, cco ov 100 9ia,8 vi5:00'0 92 
Facial Rehabilitation: Surgical Recon- 
struction Following Temporal Bone 
Resection. Berkowitz, W. P., Miller, 
DD W. and Anon, W. A. 2.6060 509 


Familial Laryngomalacia: A Case Re- 
port. Shulman, J. B., Hollister, D. W., 
Krugman, M. E. and Thibeault, B. W. 84 


Fibroma, Congenital Subglottic in New- 
born. Tsui, H. N. and Loré, J. M., Jr. 571 


Fibrosarcoma of Head and Neck in Chil- 
dren. Swain, R. E., Sessions, D. G. 
and Ogura, J. H. 


First Branchial Cleft Syndrome and As- 
sociated Congenital Hearing Loss. 
Cavo, J. W., Jr., Pratt, L. L. and 
Alonso, W. A. 


113 


739 


Fistula, Postoperative Chylous, Preven- 
tion and Management. Crumley, R. 
Di ES 9 TD. no. 5c 5 eee cre.0-o.0.0 


Fistula, Traumatic Esophageal. Edison, 


804 


269 


Flap, One-Stage Dermal Pedicle, Recon- 
struction of Oropharynx (An Experi- 
mental and Clinical Study). Kohut, 
R. L, Small, R., Suesberry, W., Bain, 


L., Akazawa, M. and Bridger, W. .. 356 


Flap Reconstruction in Major Surgery 
of Head and Neck. Skolnik, E. M., Yee, 
K. F. and Keyes, G. R. 1 


Flap, Rhomboid, Principles and Com- 
mon Variations. Fee, W. E., Jr., 
Gunter, J. P. and Carder, H. M. .... 


1706 


Fractures of the Endentulous Maxilla and 
Mandible. Welsh, L. W. and Welsh, 
a ES AOS pe rt pe TEI Ce Ae Se 1333 


Frontal Sinus Disease. IV. Cellular Re- 

sponse to Experimentally-Induced In- 
fection. Schenck, N. L. and Rauch- 
bach, E. 





INDEX. 


Functional Hearing Loss. Nilo, E. R. and 


ee. See rrr 501 
G 
Geniculate Neuralgia: Diagnosis and 
Surgical Management. Pulec, J. L. .. 955 


Gland, Thyroid, Medullary Carcinoma 
of the. Shapiro, M. J. ............ 1375 


Glands, Salivary, Hemangiomas of the. 
Nussbaum, M., Tan, S. and Som, M. 
L. 


Globus Hystericus — Office Evaluation 
by Psychological Testing with MMPI. 
Pratt, L. P., Tobin, W. H. and Galla- 
OO Oy eee ee 1540 


Glomus Jugular Tumors of the Middle 
Ear and Mastoid: Diagnosis and Sur- 
gical Treatment. Fernandez-Blasini, 
N. 


Glomus Tympanicum: Excision by Radi- 
cal Mastoidectomy Exposure with Au- 
tograft Reconstruction. Smith, M. F. 
W. and Shinn, J. B. .............. 431 


Glossopharyngeal Neuralgia: Surgical 
Treatment and Electron Microscopic 


PR EE, Es. 6 écscociseuesy ene 577 
Grafts, Dermal: An Alternative Tech- 
pie. Goenare, Bs Gs ss 5 i sis0ss sos 1722 


Grafts, Tissue, Gelfoam Compared with 
Stapedectomy. Sheehy, J. L. and Per- 


MM EL c:5/t oatee soe aoe ait 436 
Granular Cell Myoblastomas. Frable, M. 
Aa Ween, Th Ro saic ces oes 36 
Granuloma, Thorium Dioxide, of the 
Neck. Report of Four Cases. Trible, 
WY, as GM CETL, Roo esas saeee twas 1633 


Guinea Pig, Auditory Thresholds in the, 
a Preliminary Report of a Behavorial 
Technique Employing a Food Reward. 
Wallock, R. A. and Taylor-Spikes, M. 1699 


H 
Hearing Aid, Unusual Application of a 
nes, Canet, W. Boe ccccds ses 1712 
Hearing, a Method of Restoration in 


Tympanoplasty with Absence of Incus 
and Stapes Crura. Tabb, H. G. ...... 237 


Hearing Impairment Caused by Intra- 
tympanic Pressure Changes During 
General Anesthesia. Patterson, M. E. 
Sine Werene, (© Ge ss 5566s tee ees Oe 

Hearing Impairment, Sudden Sensori- 
Neural. A Report of 1,220 Cases. 
Shaia, F. T. and Sheehy, J. L. ...... 389 

















INDEX. 


Hearing Loss, Congenital, First Branchial 
Cleft, es and _ Associated. 
Cavo, J. Mh , Jr., Pratt, L. L. and Alon- 
so, W. A. 


Hearing Loss, Effects of Head Blow on 
Development of. Makishima, K. and 
Snow, J. B., Jr. 


Hearing Losses in Méniére’s Syndrome, 
Efficacy of “Conservative” Medical 
Regimens on the Rate of: A Retro- 
spective Computerized Statistical An- 
alysis. Weintraub, J., Arenberg, I. K., 
Spector, G. J. and Stroud, M. H. ..1391 


739 


Hearing Loss, Fluctuant, Diagnosis and 


Treatment. Shea, 


Hearing Loss, Functional. 
and Saunders, W. H 


Hearing Loss, Human Cochlear Changes 
in Noise-Induced. McGill, T. J. L 
and Schuknecht, H. F. .......... 1293 


Hearing Loss Sensori-Neural, Following 
Radiotherapy to Nasopharynx. Moretti, 
a; tie 


Nilo, 


Helicus, Chondrodermatitis: A Clinical 
Re-Evaluation and Pathological Re- 
view. Metzger, S. A. and Goodman, 
M. L. 


Hemangioma of Salivary Glands. Nuss- 
baum, M., Tan, S. and Som, M. L. ..1015 


Hemilaryngectomy for T; (Fixed Cord), 
Epidermoid Carcinoma of Larynx. Le- 
sinski, S. G., Bauer, W. C. and Ogura, 
Re ene rs oo 2, t teac tite 1563 


Herpes Zoster Oticus, Red Chorda Tym- 
pani Nerve in. May, M. 1 


Hibernoma, Cervical. Lawson, W. and 
es ee ee SS TOC we Oe one eas 1258 


Histiocytic Medullary Reticulosis with 
Involvement of the Nose. Mogi, G., 
Maeda, S. and Yoshida, T. ........ 1752 


Histopathologic Correlates of Otoneuro- 
logic Manifestations. Makishima, K. 
eS a a eS eS 1303 


Homograft Replacement of Tympanic 
Membrane. Alford, B. R., McFarlane, 
J. R. and Neely, J. G. 


Horizontal Tongue Flap in Repair of 
Tonsillar Palatal Defect. Adkins, W. 
iy ky ee eee 1623 


Human Cochlear Changes in Noise-In- 
duced Hearing Loss. McGill, T. J. I. 
and Schuknecht, H. F. ............ 1293 

Human External Auditory Canal Secre- 


tory System: An Ultrastructural Study. 
ee a. WE, DD, ee cctecaete 1164 





1905 


Human Laryngeal Reinnervation. Tuck- 
>| a rr 


Human Stapes Crura Surface Bone Arch- 
itecture: Scanning Electron Micro- 
Scopic Findings. Graham, M. D. and 
SE, BL. nnn bass bocksvcs sueuke 1008 


Hydrops, Endolymphatic in Sharks: An 
Experimental Model for the Study of, 
Implications for the Clinician. Aren- 
berg, I. K., Murray, J. P., Rauch- 
bach, E. and Schenck, N. 


Hydrops, Endolymphatic, Pre and Post- 
Glycerol § Audiometric Test 
Battery Results in. Swanson, S. N., 
Arenberg, I. K., Carver, W. F., Spec- 
tor, G. J. and ‘Stroud, M. H. 


Hyoid Arch Transposition, Clinical Ex- 
periences in. Alonso, W. A., Druck, 
i. os Oe GEA, 5. RR. Sore dsleseess 


Hypovitaminosis, Experimental, Tempor- 
al Bone Histopathology in. Chole, R. 
A. and Quick, C. A. 


490 


617 


I 


Implantation of Multiple Intracochlear 
Electrodes for Rehabilitation of Total 
Deafness: Preliminary Report. Chou- 
ard, C. H. and MacLeod, P. ...... 1743 


Implant, Cochlear, 
Brackman, D. E 


Implants, Cochlear: Technical and Clin- 
ical Implications. Glattke, T. J. ....1351 


Basic Principles in. 


Incus and Malleus, 
tion of. Tabb, 


Teenie meen Fixa- 
poe Sb:60U kate Oe 


Incus Transposition and Replacement, 
Techniques in. Hicks, J. N. ........ 222 


Infants and Young Children, Tracheos- 
tomy in. Hawkins, D. B. and Williams, 
E. H. 


331 


Infection, Cellular Response to Experi- 
mentally-Induced, Frontal Sinus Dis- 
ease. IV. Schenck, N. L. and Rauch- 
bach, E. 


Inferior Thyroid Veins — The Ultimate 
Guardians of the Trachea. Krausen, 


COR ee 


Infrabrow Lift. Parkes, M. 
F. M. and Merrin, M. L. 


Influence of Surrounding Structure and 
Prevention. Wright, W. K. ........ 50 


In Memoriam. Dean M. Lierle, M.D. 1764 


Inner Ear Decompression Sickness. Farm- 
er, J. C., Thomas, W. G., Young- 
blood, D. G. and Bennett, P. B. ....1315 


L., Kamer, 








1906 


Intact Canal Wall Tympanoplasty in the 
Management of Cholesteatoma. Glass- 
cock, M. E., III and Miller, G. W. . .1639 


Intracranial Carotid Catastrophies En- 
countered by the Otolaryngologist. 
Robbins, J. B., Fitz-Hugh, G. S. and 


BU FETUS ee obra alors GR 55 5 i 6-42 6.60050 893 
Intratympanic Pressure Changes During 

General Anesthesia — Hearing Im- 

pairment Caused by. Patterson, M. E. 

a, eS ae a ss 
Investigation of Acoustic Trauma from 

the Airbag. Richter, H. J., Il. ...... 1188 


Ischemic Paralysis of the Facial Nerve: 
A Possible Etiological Factor in Bell’s 
Palsy. Calcaterra, T. C., Rand, R. W. 
PUMA TOUT, Fhe oo ooo ao ordte'e'd v0 92 


Isolated Laryngeal Lymphoma. Ander- 
son, H. A., Maisel, R. H. and Cantrell, 
R. W. 


7 PS res ele BR at ae eee 5 1251 


J 


Juvenile Nasopharyngeal Angiofibroma: 
Radiographic Aspects. Sessions, R. B., 
Wills, P. I., Alford, B. R., Harrell, J. 

. SUE, TASES od sins cose iccies 2 


L 


Laryngeal, Human, Reinnervation. Tuck- 
er, H. : 


Laryngeal Papillomatosis: Immunologic 
and Viral Basis for Therapy. Bone, R. 
C., Feren, A. P., Nahum, A. M. and 
WKS. 9S. Ge. ac So cd Sls wo 40's 341 


Laryngeal Problems Following Infant 
Esophageal Surgery. Robertson, J. R. 
and Birck, H. G. 


Laryngeal Suspension in Head and Neck 
Surgery. Goode, R. L 


Laryngomalacia, Familial, a Case Report. 
Shulman, J. B., Hollister, D. W., Thi- 
beault, D. W. and Krugman, M. E. .. 84 


Laryngoscopy, Difficult Direct. Lewy, R. 
ea ee A Se 567 


Larynx and Pharynx, Papillomas of the, 
Two Case Reports. Wallenborn, P. 
A.; Jr. 


Larynx, Anesthetic Management for Car- 
bon Dioxide Laser Surgery of the. 
Shaker, M. H., Konchigeri, H. N., 
857 


Larynx, Chondrosarcoma of the. Cham- 
bers, R. G. and Friedel, W. ........ 713 





INDEX. 


Larynx, Radiologic Advance in the Diag- 
nosis of Disorders of the. Travis, L. 
W., Work, W. P. and Whitehouse, 
W. M. 


780 


Larynx, Supraglottic and Its Pathology as 
Studied by Whole Laryngeal Sections. 
McDonald, T. J., DeSanto, L. M. and 


WE, MOE on to oh eke 94.0 50k eee 635 
Larynx, Tuberculosis of the. Travis, L. 

W., Hybels, R. L. and Newman, M. 

Ey poet eee ebs cbc Ses 40 Serer aaer es 549 
Leak, Perilymph, Management of Pro- 

DUE ECOL 0.0 nv von Sips beet > aie 255 


Lesions, CO, Laser Laryngoscopy in a 
Variety of. Lyons, G. D., Lousteau, 
.5,.ae Mlowney; DD. F. vsccsnn% on 1658 


Lesions of Antrum, the Importance of 
Panographic and Dental Evaluation 
for. Eisenbud, L., Kameros, J., Blum, 
B. and Glass, W. 


Leukemia, Unusual Otologic Manifesta- 
tions of Chronic Lymphocytic Leu- 


SER Oe are ae 1856 
Lift, Infrabrow. Parkes, M. L., Kamer, 
F. M. and Merrin, M. L. .......... 1869 


Lymphangiomatous Macroglossia. Diner- 
man, W. S. and Myers, E. N. ...... 291 


Lymphoma, Isolated Laryngeal. Ander- 
son, H. A., Maisel, R. H. and Can- 
GP OWNS nos cce eh ob we SuaneeR 1251 


M 


Macroglossia, Lymphangiomatous. Diner- 
man, W. S. and Myers, E. N. ...... 291 

Maintenance of Anterior Sulcus, Tym- 
panic Membrane Relationship in Tym- 
panoplastic Surgery. Bailey, H. A. T. 179 


Maintenance of Conization of Drumhead 


in Tympanoplasty. Keller, A. P., Jr. .. 196 
Malignancies of the Ear. Conley, J. and 
| Re A Se Os ir nae ion 1147 


Malleolus Head and Incudal Body in 
Tympanoplasty Management of Fix- 
ation. Pennington, C. L. 


Malleus Fixation, Epitympanic: Correc- 
tion without Disrupting the Ossicular 
Chain. Armstrong, B. W. .......... 1203 


Management of Fixation of Malleolus 
Head and Incudal Body in Tympano- 
pasty. Pemington, C. L. 2... 2.00000 173 


Management of Profuse Perilymph Leak. 
he Se Se eee te Cae emr sy 


























INDEX. 


Management of Sickle Cell Patients Un- 
dergoing Surgery. Spooner, T. R. and 
Dark, A. W. 


Management of the Mastoid Air Cell 
System in Chronic Otitis Media. Pratt, 
Ei, Mile ole ot gates 5.2 oc< 2 4loa sar ete 


Mathog, R 


506 


674 


Mandible, Nonunion of the. 


H. and Boies, L. R., Jr. 


Mastoidectomy, Radical, Excision by, 
with Autograft Reconstruction — Glo- 
mus Tympanicum. Smith, W. M. F. 
ll SS BS, hoo i040 tsa0seensas 


Maxilla, Edentulous, and Mandible, Frac- 
tures of the. Welsh, L. W. and Welsh, 
gern eras ferent none ae: 1333 


908 


431 


Medicine, Internal and Family Practice 
— Otolaryngology in, Where It Fits. 
fe. Gee ee 

Medullary Carcinoma of the Thyroid. 
Fierstein, J., Sessions, D. G., Thawley, 
B. &. aon ee, Fi. BE. 6s iscenctin 1594 


Thyroid 


759 


Medullary Carcinoma of the 
Gland. Shapiro, N. J. 


Melanoma of Nasal Mucosa, Metastasis 
of Malignant, to Small Intestine. Hel- 
idonis, E. S., Myers, E. N. and 
Barnes, E. L., Jr. 


Membrane, Tympanic, Homograft Re- 
placement of the. Alford, B. R., Mc- 
Farlane, J. R. and Neely, J. G. 


of the Temporal Bone. 
Paparella, M. M., Rao, 
is ty A I dn Sere wb 1141 


Meningitis, Pseudomonas, Complicating 
Head and Neck Surgery. Bray, D. A. 
and Calcaterra, T. C. 


Meningitis, Recurrent, Secondary to 
Idiopathic Oval Window CSF Leak. 
Parisier, S. C. and Birken, E. A. .... 


Metastasis of Malignant Melanoma of 
Nasal Mucosa to Small Intestine. Heli- 
donis, E. S., Myers, E. N. and Barnes, 
E. L., Jr. 


Metastatic Disease of Temporal Bone. 
Stucker, F. J. and Holmes, W. F. ..1136 


Method of Restoration of Hearing in 
Tympanoplasty with a . Incus 
and Stapes Crura. Tabb, - 237 


Microscopic Antrostomies in aime A 
Review of the Literature in Chronic 
Sinusitis and a Plan of Medical and 
Surgical Treatment. Dixon, H. S. ....1796 


Microscopic Characteristics of Acoustic 
Tumor in Relationship to Its Nerve of 
Origin. Neely, J. G., Britton, H. B. and 
Greenberg, S. D. 


Meningiomas 
Guzowski, J., 


1503 


1907 


Middle Ear Effusions, Otitis Media with 
Effusion: Specific Antibody Activities 
Against Exotoxins in. Mogi, G., Maeda, 

S., Yoshida, T. and Watanabe, N. . .1043 


Model for Tracheal Study. Fredrickson, 
J. M. and Rogers, J. H. 


Mondini Defect in Association with Mul- 
tiple Congenital Anomalies. Sekhar, 


& ey go tae a 117 


Mononucleosis, Infectious, Tonsillectomy 
and — A Possible Relationship. Goode, 


R. 4:end Gosey, ©. fa. csi ccccs 992 
Myoblastomas, Granular Cell. Frable, M. 
ie 2 Ss a Sa eee 36 


Myoclonus, Palatal, Otologic Aspects of. 
Lyons, G. D., Melancon, B. B., Kearby, 
ae a ee a 930 


N 


Nasal Obiiteration and Ear Reconstruc- 
tion with Proplast After Radical Mas- 
toidectomy. Martinez, D. M. (This 
was a Movie Presentation). ........ 1828 


Nasal Obstruction After Rhinoplasty: 
Etiology and Techniques for Correc- 
tion. Beekhuis, G. J. 


Nasal Obstruction Caused by a Pituitary 
Chromophobe Adenoma. Summers, G. 
Wi: Sa Fale bs Ua bichon On Jk d bee eee 1718 


Nasal Reconstruction, Alteratives in: 
(“Five Flaps and a Graft”). Tardy, 
M. E., Jr. 


Nasopharyngeal Angiofibroma. Boles, R. 
SP ENS a cScnw esate > vee row 364 


Natural History of Bell’s Palsy, the Sali- 
vary Flow Test and Other Prognostic 
Indicators. May, M., Hardin, W. B., 


Jr., Sullivan, J. and Wette, R. ...... 704 


Neck Dissections, Avoiding Complica- 
tions in Radical. Yarington, C. T., 
Yonkers, A. J. and Beddoe, G. M. .. 325 

Nerve Grafting, Facial. Alford, B. R. .. 257 


Nerve, Hypoglossal: Parapharyngeal Neu- 
rilemmoma of the. McCurdy, J. A., 


Jr., Hays, L. L. and Johnson, G. K. .. 724 
Neuralgia, Geniculate, Diagnosis and Sur- 
gical Management. Pulec, J. L. .... 955 
Neuralgia, Glossopharyngeal Surgical 
Treatment and Electron Findings. 
| ae, ae eer ee Pe: 577 
Neurectomy, Transmeatal Labyrinthec- 
tomy with and without Cochleoves- 
tibular, Silverstein, H. ............ 1777 








1908 


Neuro-Otologic Manifestations of Sar- 
coidosis. Hybels, R. L. and Rice, D. H.1873 


New Functional Approach to Surgical 
Management of Pierre Robin Syndrome: 
Experimental and Clinical Report. 
Lapidot, A., Rezvani, F., Terrefe, D. 
and Ben-Hur, N. 


esis eae eid © ora 979 
Node, Lymph, Prognostic Significance 
of Histology in Patients with Squa- 
mous Cell Carcinoma of Larynx, Phar- 
ynx or Oral Cavity. Berlinger, N. T., 
Tsakraklides, V., Pollak, K., Adams, 
G. L., Yang, M. and Good, R. A. .. 


Mathog, R. 


Nonunion of the Mandible. 
H. and Boies, L. R., 


Reticulosis 
Mogi, G., 


Histocytic Medullary 
Involvement of the. 
S. and Yoshida, T. 


Nose, 
with 
Maeda, 


O 


Observations on Biochemical Effects of 
Transfusion of Citrate-Phosphate-Dex- 
trose Stored Blood in Man. Miller, R. 
N., Engelhardt, R., Collins, J. A., 
Statopolsky, E. and Ladenson, J. H. 


Office Otology Follow-Up. Caparosa, 
B..j. ane Seema, 3.5. on csc ci00% 1516 


One-Stage Dermal — Pedicle Flap Re- 
construction of Oropharynx (An Ex- 
perimental and Clinical Study). Kohut, 
R. I., Small, R., Suesberry, W., Bain, 
L., Akazawa, M. and Bridger, W. .... 


1272 


356 


Ossicular Chain Reconstruction. Glass- 


cock, M. E., III 
Ossicular Discontinuity. Keller, A. P., Jr. 1792 


Ossicular Fixation of the Tegmen. Single- 


MT ie ig ai ole Sede endless wiewigs 06s Oe 
Ossicular Fixation, Triple. Armstrong, B. 
WU cana etnias a pele Cas. de Seer ee o.¢ 241 


Ossicular Reconstruction in Tympano- 
plasty—Mobile Stapes without Crural 
Arches Fixed Stapes with and without 
Crural Arches. Moon, C. N., Jr. .... 233 


Ossicular Reconstruction, Use of Tragal 
Cartilage in. Spencer, J. T., 


Ossicular Replacement Prosthesis, Total, 
Pinsugore. Seas 3.9 ces é5% 2.4 290 


Osteo-Mucoperiosteal Flap in Repair of 
Cc mag gary Fluid Rhinorrhea. Mc- 
ROG Sis We ad cc dirs cide ew dusters 


Otitis Media, Chronic, Management of 
Mastoid Air Cell System in. Pratt, L. 





INDEX. 


Otitis Media, Serous, Sjogren’s Syn- 
drome and. Michel, R. G., Hughes, L. 
ee a Ae eee eee 996 


Otitis Media with Effusion: Specific An- 
tibody Activities Against Exotoxins in 
Middle Ear Effusions. Mogi, G., Mae- 
da,, S., Yoshida, T. and Watanabe, N. 1043 


the Role of Cellular De- 

Normal Develop- 

F., Shugar, J. 
14 


Otocyst (Rat), 
generation in the 
ment of. Marovitz, W. 
M. and Khan, K. M. 


Otolaryngology in Internal Medicine and 
Family Practice — Where It Fits. 
Ne Sian RR ee eri ear 759 


Otological Aspects of Palatal Myoclonus. 
Lyons, G. D., Melancon, B. B., Kear- 
by, N. L. and Zimny, Me oo. secs 930 


DMSO in. Freeman, G. R. .. 921 


Otology, Office Follow-Up. Caparosa, R. 
J. ang Spamin, 9. DD, i235 ociescev 1516 


Otology, Zinc Therapy in. Ruggles, R. L. 
and Lindquist, P. A. 


Otology, 


Manifestations, Histo- 
Makishima, 


Otoneurologic 
pathologic Correlates of. 
K. and Snow, J. B., Jr. 


Ototoxic Effects of Ethacrynic Acid in 
Man and Animals. Matz, G. J. . . 1065 


Ototoxicity, Detection of, from Drugs 
Applied Topically to Middle Ear 
Space. Brummett, R. E., Harris, R. F. 
and Lindgren, J. A. 


Ototoxicity of Tobramycin Sulfate. Praz- 
ma, J., Postma, D. S., Pecorak, J. B. 
Sti. SAME, TE, EBs < iNg oweabivoo SUT 


P 


Paget’s Disease and Sensori-Neural Deaf- 
ness: Temporal Bone Histopathology 
of Paget’s Disease. Lindsay, J. R. and 
WES TE, Ssbcdscscee sane pieeeaaene 


Papillomas of Larynx and Pharynx: Two 
Case Reports. Wallenborn, P. A., Jr. 1663 


Papillomatosis, Laryngeal, Immunologic 
and Viral Basis for Therapy. Bone, R. 
C., Feren, A. P., Nahum, A. M. and 
Winklehake, B. G. 

Bilateral Abductor, an Endo- 


Method of Vertigo-Lateral 
of Vocal Cord for. 


Re er Orne 341 
Paralysis, 
laryngeal 
Transposition 
Langnickel, R. 
Bilateral Vocal Cord, 


Paralysis, Surgi- 


cal Management of. Sessions, D. G., 
Ogura, J. H. and Heeneman, H. .... 559 





























INDEX. 


Parapharyngeal Neurilemmoma of Hy- 
poglossal Nerve. McCurdy, J. A., Jr 


Hays, L. L. and Johnson, G. K. .. 724 
Patterns of Anomalies in Children with 

Malformed Ears. Rapin, I. and Ru- 

DUET s Scsivue seep eg oees 6435 1469 


Perichondritis of the Ear. Martin, R., 
Yonkers, A. J. and Yarington, C. T., Jr. 664 


Pharyngoesophageal Dysphasia and Gas- 
troesophageal Reflux. Henderson, R. 
D., Woolf, C. and Marryatt, G. ....1531 


Lateral, Experiences in. 


Pharyngotomy, 
TP Sis Keddie denver kites 1626 


Ferguson, G. 
Pharynx, Rhabdomyoma of the. Weitzel, 
G. J. and Myers, E. N. 


and Patient-Induced Diseases 


Physician 
Office Practice. 


in Otolaryngology 
Schramm, V. L., Jr. 


Pierre Robin Syndrome, New Function- 
al Approach to the Surgical Manage- 
ment of: Experimental and Clinical 


Report. Lapidot, A., Rezvani, F., Ter- 
refe, D. and Ben-Hur, N. ........ 979 
Plastipore™ Total Ossicular Replace- 
ment Prosthesis. Shea, J. J. ........ 239 
Plate, Division of Posterior in Young 
Children with Subglottic Stenosis. 
Crysdale, W. S. and Platt, L. J. ....1451 
Polyps, Nasal, Schwannoma Presenting 
as a. Kaufman, S. M. and Conrad, L. 
ST Pe ee ee ere eet 
Postoperative Chylous Fistula Prevention 
and Management. Crumley, R. L. 
ee Fe 8... BBS a voice teases. 804 
Practical Suggestions on Facial Plastic 
Surgery — How I Do It. The Lower 
Blepharoplasty. Bernstein, L. ...... 1757 
Practical Suggestions on Facial Plastic 
Surgery — How I Do It. Wound Clo- 
sure with Absorbable Sutures. Web- 
ster, R. C., Davidson, T. M. and 
NE, acct oka bee eb eee 1280 
Pre and Post-Glycerol Special Audio- 
metric Tests Battery Results in Endo- 
lymphatic Hydrops. Swanson, S. N., 
Arenberg, I. K., Carver, W. F., Spec- 
tor, G. J. and Stroud, M. H. ...... 490 
Presidential Address, 1975. DeWeese, D. 
Bs witodde meee. cece eed eak 755 
Prevention of Blunting the Anterior Ca- 
nal Drum Head Contour — Plester 
Technique. Singleton, G. T. ...... 193 
Primary Osteoma of Sphenoid Sinus. 
Mikaelian, D. O., Lewis, W. J. and 
ere, Ws EE: ooo cos. we veew ewes 728 


1909 


Prognostic Significance of Lymph Node 
Histology in Patients with Squamous 
Cell Carcinoma of Larynx, Pharynx 
or Oral Cavity. Berlinger, N.  T., 
Tsakraklides, V., Pollak, K., Adams, 


G. L., Yang, M. and Good, R. A. .. 792 


Proplast Chin Augmentation. Merrin, M. 
L., Parkes, M. L. and Kamer, F. M. 1829 


Prosthetic Rehabilitation of Large Mid- 
facial Defects. Beumer, J. and Calca- 


SR a Ras 6 090s ce SES cee bsecceet 280 
Protean Clinical Features of Polymorphic 
Reticulosis (Lethal Midline Granu- 
loma). McDonald, T. J., DeRemee, R 
A., Harrison, E. G., Jr., Facer, G. W. 
and 1: 00, saws cue =5% aes 936 
Pseudomonas Meningitis Complicating 
Head and Neck Surgery. Bray, D. A. 
Ga: SOE, Ay Sk, sav enseaneses 1386 
Q 
Quinsy Tonsillectomy. Yung, A. K. and 
CS Es Wi 5 sac auseveueun teehee 714 


Radiologic Advance in the Diagnosis of 
Disorders of the Larynx. Travis, L. 
W., Work, W. P. and Whitehouse, 
W. M. 7 


Reconstruction, Cranio-Facial and Man- 
dibular Osseous Contour: Use of a 
New Combination Graft. Leake, D. 
ae he” Se 1879 


Recurrent Adenotonsillitis: A New Con- 
cept. Sprinkle, P. M. and Veltri, R. 
Wis ds dswe sons shaceeketeakin ate 58 


Recurrent Meningitis Secondary to Idio- 
pathic Oval Window CSF Leak. Paris- 
ier, S. C. and Birken, E. A. ...... 1503 


Red Chorda Tympani Nerve in Herpes 
Zoster Oticus. May, M. ............ 1572 


Respiratory Function in Infants with 
Arnold-Chiari Malformation. Krieger, 
A. J, Detwiler, J. S. and Trooskin, 
ee EE Pr ee eh i 


Histiocytic Medullary, with 
Mogi, G., 


718 


Reticulosis, 
Involvement of the Nose. 


Maeda, S. and Yoshida, T. 


Reticulosis, Polymorphic, Protean Clini- 
cal Features of (Lethal Midline Gran- 
uloma). McDonald, T. J., DeRemee, 
R. A., Harrison, E. G., Jr., Facer, G. 
W. and Devine, K. D. 


Rhabdomyoma of the Pharynx. Weitzel, 
G. J. and Myers, E. N. 











1910 


Rhinoplasty, Nasal Obstruction After: 
Surgical Treatment and Electron Mi- 
croscopic Findings. Beekhuis, G. J. .. 540 


Rhinorrhea, Cerebrospinal Fluid, Via Fos- 
sa of Rosenmuller. Jaffe, B., Welch, 
K., Strand, R. and Treves, S. ...... 903 


Rhinorrhea, Osteomucoperiosteal Flap in 
Cerebrospinal Fluid. McCabe, B. F. 537 


Rhinosporidiosis. Kutnick, S$. L. and 
15 


Kerth, J. 


Rhomboid Flap Principles and Common 
Variations. Fee, W. F., Jr., Gunter, 
J.B. amd Cemhet, F0. OM, ss sin. 2 v's 1706 


Role of Aminopeptidases in Inflamma- 
tory and Neoplastic Tissues. Spector, 


Routing Abscess Tonsillectomy: Late Re- 
sults. Bonding, P 


Sarcoidosis, Neuro-Otologic Manifesta- 
tions of. Hybels, R. L. and Rice, D. H. 1873 


Schwannoma Presenting as a Nasal Polyp. 
Kaufman, S. M. and Conrad, L. P. .. 595 


Sclerosis, Amyotrophic Lateral, Crico- 
pharyngeal Myotomy in. Lebo, C. P., 
Sang U, K. and Norris, F. H., Jr. .. 862 


Secretions, Nasal, Cytology of: Further 
Diagnostic Help. Bickmore, J. T. and 
Na i eee 516 


Sensori-Neural Hearing Loss Following 
Radiotherapy to Nasopharynx. Moretti, 
,, ek ate. ty OO 


Serum Glucose or Calcium Concentra- 
tion, Effect on Perilymph of the Al- 
teration of. Juhn, S. K. and Youngs, 

Ee ae SB Se a a en OS 


Sickle Cell Patients Undergoing Sur- 
gery, Management of. Spooner, T. R. 
eS a a re 506 


Simultaneous Binaural Bithermal: A 
Caloric Test Using Electronystag- 
mography. Brookler, K. H. 


Sinusitis, Chronic, a Review of the Lit- 
erature in and a Plan of Medical and 
Surgical Treatment: Microscopic An- 
trostomies in Children. Dixon, H. S. . .1796 


Sinus, Sphenoid, and Pituitary Gland, 
Current Adjunct Surgery of the. Cal- 
caterra, T. C. and Rand, R. W. ....1692 


Sinus, Sphenoid, Primary Osteoma of 
the. Mikaelian, D. O., Lewis, W. J. 
and Bonringer, W. HH, ....4.000.6- 728 





INDEX. 


Sjogren’s Syndrome and Serous Otitis 
Media. Michel, R. G., Hughes, L. A. 


oe i Sees Ree 996 
Specialties and the Specialty Boards. 

SRE JUN s EP). sch pvidevieskew@awee 763 
Stapedectomy: Gelfoam Compared with 

Tissue Grafts. Sheehy, J. L. and Per- 

SO) RS, Uvukiel duce shad sce 436 
Stapes Fixation in Chronic Middle Ear 

penes, Ghee. G.o... Jvcasedess 230 
Stapes, the Use of Homograft. Smith, 

Ms 2. Wed Doble, B,. . scviaderes 1196 
Stenosis, Tracheal, Treatment of: An 


Unusual Complication. Marlowe, F. I. 
i SE, By wie wo ceiaw ae oa aew ee 1268 


Sudden Sensori-Neural Hearing Impair- 
ment: A Report of 1,220 Cases. Shaia, 
hy fe Ae eS CR ees aor ee 389 


Supraglottic Larynx and Its Pathology 
as Studied by Whole Laryngeal Sec- 
tions. McDonald, 7 .- DeSanto, L. 
W. and W eiland, H. 


Surgery, Facial Plastic — Augmentation 
Mentoplasty Using Polyamide Mesh 
— How I Do It. Beekhuis, J. G. ....1602 


Surgery, Frontal Sinus, Thin Rubber 
Sheeting in: Animal and _ Clinical 
Studies. Neel, H. B., III, Whicker, J. 
ee Se ol ere 


Surgery, Head and Neck, Laryngeal 
Suspension in. Goode, R. L. ........ 349 


Surgery, Infant Eesophageal, Laryngeal 
Problems Following. Robertson, J. R. 
WG ee, ls My os Sic wb Son eee ce 965 


Surgery of Head and Neck Flap Re- 
construction in Major. Skolnik, E ge 
Yee, K. F. and Keyes, G. R. ........ 1584 


Surgery, Stapes, the Knotted Wire in: 
One Possible Factor in Postoperative 
Sensori-Neural Hearing Loss. Gorun, 
Ge Beooeer, Ks. .cvscassas 1328 


Surgical Elimination of Drooling. Tore- 
malm, N. G. and Bjerre, I. ........ 104 


Surgical Management of Bilateral Vocal 
Cord Paralysis. Sessions, D. G., Ogura, 
J. H. and Heeneman, H. .......... 559 
Surgical Pathology of Cancer of Larynx 
and Hypopharynx. Sessions, D. G. .. 814 
Surgical Salvage After Radiation for 
Laryngeal Cancer. DeSanto, L. W., 
Lillie, J. C. and Devine, K. D. .... 649 
Surgical Treatment of the Ptotic Eye- 
brow. Parkes, M. L., Kamer, F. M. 
and Bassilios, M. 





























Symposium: Methods of Reconstruction 


Pennington, C. L., 


in Tympanoplasty. 
Moderator. 
I. Management of Fixation of Mal- 
leolus, Head and Incudal Body in 
Tympanoplasty. Pennington, C. L. .. 


II. Maintenance of Anterior Sulcus — 
Tympanic Membrane Relationship in 
Tympanic Surgery. Bailey, H. A. T. 
III. Anterior Canal Wall Bulge Indi- 
cations and Techniques for Removal. 
Chandler, J. R. 


IV. Conchal Perichondrium as Tym- 
panic Graft with Maintenance of 
Drum Conization. Wright, W. K. .... 


V. Prevention of Blunting Anterior Ca- 
nal Drum Head Contour — Plester 
Technique. Singleton, G. T. 


Symposium: The naga A gr 


A Dilemma. Farrior, R. Moderater. 


I. Theories and Causes % Supra-Tip 
Convexities. Patterson, C. N. 


II. Influence of Surrounding Structure 
and Prevention. Wright, W. K. ...... 


III. Supra-Tip Soft Tissue Rounding 
After Rhinoplasty: Causes, Prevention 
and Treatment. Anderson, J. R. .... 


Syndrome, Pierre Robin, Temporal Bone 
Filippone, 
1679 


Findings in. Igarashi, M., 
M. V. and Alford, B. R. 


Systemic Lupus Erythematosus Causing 


Subglottic Stenosis. Smith, R. R. and 
Ferguson, G. 





173 


173 


. 179 


185 


191 


193 


43 


INDEX. 1911 
Symposium: Congenital Anomalies of ry 
Middle Ear. Shea J. J., Moderator, .. 243 
I, ‘eltseeatc Piution of tncus vail Techniques in Incus Transposition and 
: s te 2 _ errs - - - 
Malleus, Tabb, H. G. ..........-20. 243 ‘Replacement. Hicks, J. 
II. Vascular Anomalies of Middle Ear. Tegmen, Ossicular Fixation to the. 
Gas AS bo sce sce Pavone eee 2 247 Singleton, G. T. ........+++.+-.- 209 
III. Congenital Anomalies of Middle Temporal Bone Findings in Pierre-Robin 
Se WE EG ove beets sp0eeeUees 231 Syndrome. Igarashi, M., Filippone, M. 
i a ave iee hers ue 1679 
IV. Management of Profuse Peri- V. and Alford, B. R R 
ge ee A ee eee 255 Temporal Bone Histopathology in Exper- 
imental Hypovitaminosis. Chole, R. A. 
Symposium: Contraindications to Tym- emt (alex; GAs. ons i cecsvecmecs 445 
paneplaty. Tayler, GC. D., Medeuster. 04 Test, Caloric, in Simultaneous Binaural 
I. Absolute and Relative Contraindica- Bithermal, Utilizing Electronystagmog- 
tions. Bailey, H. A. T., Jr. ........ 67 graphy. Brookler, K. H. .......... 1241 
Il. An Exercise in Clinical Judgment. ‘ Testing with the MMPI Office Evalua- 
Glasscock, M. E., SM; sivsecce tess 70 tion by Psychological — Globus Hys- 
III. Contraindications for Tympano- tericus. Pratt, L. W., Tobin, W. H. 
Oy, UNM. Us Ke. occa cree cesses 77 ee Toe, Ae coco es kcsee ee 1540 
IV. Contraindications to Tympanoplas- The Cochlear Implant: Basic Principles. 
ty. Storrs, L. A. 79 Den: Fe. BG. 2 secesee tous wee 


The Importance of Panographic and 
Dental Evaluation for Lesions of the 
Antrum. Ejisenbud, L., Kameros, J., 
Blum, B. and Glass, W. .......... 1004 


The Knotted Wire in Stapes Surgery: 
One Possible Factor in Postoperative 
Sensori-Neural Hearing Loss. Gorun, 
ee oe ee Rae ee 1328 


‘the Middle Cranial Fossa Approach to 
the Petrous Apex. Hendershot, E. L., 


Wood, J. W. and Bennhoff, D. .... 658 
Theories and Causes of Supra-Tip Con- 
vexities:; Patterson, C. N. ..ccsccecs 45 


The Role of Cellular Degeneration in 
Normal Development of (Rat) Oto- 
cyst. Marovitz, W. F., Shugar, J. M. 


ne a, ME. so <esatenues vanes 1413 
The Use of Homograft Stapes. Smith, M. 
ae se fi trees See 1196 


Thin Rubber Sheeting in Frontal Sinus 
Surgery: Animal and Clinical Studies. 
Neel, H. B., III, Whicker, J. H. and 
ign. 0S, Be. sven ates ekGwtan ae 


Thorium Dioxide Granuloma of the Neck, 
a Report of Four Cases. Trible, W. 
Me, Se SM wes cd ones Seecdee 1633 


Threading Augmentation for Facial 
Wrinkles: Practical Suggestions on 
Facial Plastic Surgery — How I Do It. 
Conley, J. J. and Clairmont, A. A. ..1886 


Thyroid and Audition. Meyerhoff, W. L. 483 


Thyroid, Lingual, 
Skolnik, E. M., Yee, K. 
a: ae 


Transposition of the. 
F. and Gold- 








1912 


Thyroid, Medullary Carcinoma of the. 
Fierstein, J., Sessions, D. G., Thaw- 
ley, S. E. and Ogura, J. H. ........1594 


Tissues, the Role of Aminopeptidases in 
Inflammatory and Neoplastic. Spec- 
ee We oid eas aca de dis'v wie o'010 + 1218 


Tobramycin Sulfate, Ototoxicity of. Praz- 
ma, J., Postma, D. S., Pecorak, J. P. 
gna Piet, N. OD. ou. ccccsccescs Se 


Computerized (CT) in 
Wortzman, G. and 
EW Haritida seis wise 6.0 1552 


Tomography, 
Otolaryngology. 
Holgate, R. C 


Tomography, Diagnostic Value of, in 
Unilateral Vocal Cord Paralysis. Isshiki, 
Te MI SEU, Ug Fi ao: p: 0s dime ween 1573 


Tongue Depressor, a Finger Extension: 
Technical Note. Delclos, L. ........ 454 
in Repair of 


Adkins, W. 
Said wee sa 1623 


Tongue Flap, Horizontal, 
Tonsillar Palatal Defect. 
Y., Jr. and Putney, F. J. 


Tonsillectomy and Infectious Mononucle- 
osis — A Possible Relationship. Goode, 
R. L. and Coursey, D. L. 


Tonsillec “m4 


- 
Cantrell, j 


Late 


Trachea and Esophagus, Amyloid De- 
posits in: Ultrastructural Confirma- 
tion. Busuttil, A., More, I. A. R. and 
ON ea eee 


Tracheal Study, a Model for. Fredrick- 
son, J. M. and Rogers, J. H. ...... 1738 


Trachea, the Ultimate Guardians of the, 
the Inferior Thyroid Veins. Krausen, 


ay Routine Abscess, 


Results. Bonding, P. 


Tracheostomy in Infants and Young Chil- 
dren. Hawkins, D. B. and Williams, 


Transmeatal Labyrinthectomy with and 
without Cochleovestibular Neurectomy. 
Silverstein, H. 


Transposition of Lingual Thyroid. Skol- 
nik, E. M., Yee, K. F. and Golden, 
Wee OS. Sas hes Soins bale ee a aioe wea 


Traumatic Esophagopericardial Fistula. 
RE, OR ES co doe wary rs Gea corens' > OO 


785 


Treatment of Tracheal Stenosis: An 
Unusual Complication. Marlowe, F. 
Ly EE, Ee ocis sas c.0s 50's 1268 


Triple Ossicular Fixation. Armstrong, B. 
W. 





INDEX. 


L. W., 
Hybels, R. L. and Newman, M. H. .. 


Tuberculosis of Larynx. Travis, 
549 


Tumor, Acoustic, Microscopic Character- 
istics of, in Relationship to Its Nerve 
of Origin. cag J. se Britton, B. H. 
and Greenberg, S 


of Middle Ear 


Tumors, Adenomatous, 
E. L. and Bar- 


and Mastoid. Derlacki, 
ney, P. L. 


Tumors, Aspiration Cytology of Salivary 
Gland: Diagnostic Experience from 
Six Years of Routine Laboratory Work. 
Lindberg, L. G. and Akerman, M. .. 


Tumors, Glomus, in the Temporal Bone: 
A Comparison of Therapeutic Modali- 
ties of. Spector, G. J., Fierstein, J. 
PO SE, 0 BBS § 8-00 So od he td ese 


584 


Tumors, Glomus Jugulare of Middle Ear 
and Mastoid: Diagnosis and Surgical 
Treatment. Fernandez-Blasini, N. ..1669 


Tumor, Unusual Thyroid in a 


Levey, M. 


Tympanomastoid Reconstruction: Opera- 
tive Procedure for Anatomical and 
Functional Restoration of Radicalized 
Ear. Perkins, R. 


Tympanoplasty-Ossicular Reconstruction 
in: Mobile Stapes without Crural 
Arches, Fixed Stapes with and with- 
out Crural Arches. Moon, C. N., Jr. .. 233 


416 


U 
Unusual Otologic Manifestations of 
Chronic Lymphocytic Leukemia. Go- 
SIE ee 1856 


Unusual Thyroid Tumor in a Child. Lev- 
ey, M. 
Use of Steroids in Bell’s Palsy: A Pro- 
spective Controlled Study. May, M., 
Wette, R., Hardin, W. B., Jr. and Sul- 

1 


a eo ere seine 111 
Use of Tragal Cartilage in Ossicular Re- 
construction. Spencer, J. T., Jr. .... 224 
V 
Vascular Anatomy of Eustachian Tube 
in the Guinea Pig. Voorhees, R. L. ..1087 
Vascular Anomalies of the Middle Ear. 
Storrs, Bh. arte vth an ken Gate de +os 247 
Vertigo, Intractable, Endolymphatic Sac 
Drainage for (Method and Experi- 
ences), Paparella, M. M. and Hanson, 
See dP dtin de wrtes ak,2 ose aioe eae 697 
Vestibular Disorders, Effects of Droperi- 
dol in Management of. Johnson, W. 
H., Fenton, R. S. and Evans, A. .... 946 


























INDEX. 


Vestibular System, Examination of the, 
by Short-Time Accelerations. Bodo, 


im. “ssatiecstes beoenhi'ewssen ea o's 874 
Viral Latency, Clinical Significance of. 

Sprinkle, P. M., Veltri, R. W. and 

WH Be eC re SC sEeu ees tes ewetde< 1815 
Vocal Cord Injection in the Treatment 

of Acute and Chronic Aspiration. Ron- 

tal, E., Rontal, M., Morse, G. and 

DO Ge EL J ohGuiweseoeueuseee 625 


Ww 


Wound Closure with Absorbable Sutures: 
Practical Suggestions on Facial Plastic 
Surgery — How I Do It. Webster, R. 

C., Davidson, T. M. and Smith, R. C. 1280 


1913 


Wrinkles, Facial, Threading Augmenta- 
tion for: Practical Suggestions on Fa- 
cial Plastic Surgery — How I Do It. 
Conley, J. J. and Clairmont, A. A. . .1886 


x 


Xenopus Laevis Lateral-Line Hair Cell 


System, Effective Stimulus for the. 
Bauknight, R. S., Strelioff, D. and 
ns ucecut on csteoeten 1836 


Zinc Therapy in Otology. Ruggles, R. L. 
and Lindquist, P. A. 











AUTHORS. 


A 


Abel, S. M. and Barber, H. O. — Com- 
puter Processing of Audiological and 
Vestibular Data. II. A Further Note. 


Adams, G. L., Berlinger, N. T., Tsakrak- 
lides, V., Pollak, K., Yang, M. and 
Good, R. A. — Prognostic Significance 
of Lymph Node Histology in Patients 
with Squamous Cell Carcinoma of the 
Larynx, Pharynx or Oral Cavity. 


Adkins, W. Y. and Putney, F. J. — Hori- 
zontal Tongue Flap in Repair of Ton- 
sillar Palatal Defect. .............. 


Akazawa, M., Kohut, R. I., Small, R., 
Suesberry, W., Bain, L. and Bridger, 
W. — One-Stage Dermal Pedicle Flap 
Reconstruction of Oropharynx (Ex- 
perimental and Clinical Study). .... 


Akerman, M. and Lindberg, L. G. 
Aspiration Cytology of Salivary Gland 
Tumors: Diagnostic Evidence from Six 
Years of Routine Laboratory Work. .. 


Alford, B. R. — Facial Nerve Grafting. 2° 


Alford, B. R., Igarashi, M. and Filip- 
pone, M. V. — Temporal Bone Find- 
ings in Pierre Robin Syndrome. 


Alford, B. R., McFarlane, J. R. and 
Neely, J. G. — Homograft Replace- 
ment of Tympanic Membrane. 


Alford, B. R., Sessions, R. B., Wills, P. 
I., Harrell, J. E. and Evans, R. A. — 


Juvenile Nasopharyngeal Angiofibro- 
ma: Radiographic Aspects. ........ 
Alonso, W. A., Berkowitz, W. P. and 


Miller, D. W. — Facial Rehabilita- 
tion: Surgical Reconstruction Follow- 
ing Temporal Bone Resection. 


Alonso, W. A., Cavo, J. W., Jr. and 
Pratt, L. L. — First Branchial Cleft 
Syndromes and Associated Congenital 
Hearing Loss. 


Alonso, W. A., Druck, N. S. and Ogura, 
J. H. — Clinical Experiences in Hyoid 


AGC “THIN, 5 oie cacw cc 00s 
Anderson, H. A., Maisel, R. H. and Can- 
trell, R. W. — Isolated Laryngeal 
ea ee 


Anderson, J. R. — Supra-Tip Soft-Tissue 
Rounding After Rhinoplasty: Causes, 
Prevention and Treatment. 


1342 


792 


1623 


356 


<s0cuute 


199 


i) 


509 


739 


617 


1251 


53 
1914 


Andrews, A. H., Jr., Shaker, M. H., 
Konchigeri, H. N. and Holinger, P. H. 
— Anesthetic Management for Carbon 
Dioxide Laser Surgery of the Larynx. 


Arenberg, I. K., Murray, J. P., Rauch- 
bach, E. and Schenck, N. — An Ex- 
perimental Model for the Study of En- 
dolymphatic Hydrops in Sharks: Im- 
plications for the Clinician. 


Arenberg, I. K., Swanson, I. N., Carver, 
W. F., Spector, G. J. and Stroud, \ 
H. — Pre and Post-Glycerol Special 
Audiometric Test Battery Results in 
Endolymphatic Hydrops. 


Arenberg, I. K., Weintraub, J., Spector, 
G. J. and Stroud, M. H. — The Ef- 
ficacy of “Conservative” Medical Reg- 
imen in the Rate of Hearing Losses 
in Méniére’s Syndrome: A Retrospec- 


857 


oesesces 1426 


490 


tive, Computerized Statistical Analy- 
Ey Sieitidieh str s bs oN awa SO eRe 1391 
Armstrong, B. W. — Epitympanic Mal- 
ee ee Geer ey ee 1203 
Armstrong, B. W. — Triple Ossicular 
Ae PP ee ren opie 2 
B 
Bailey, H. A. T. — Absolute and Rela- 
tive Contraindications. ............ 67 


Bailey, H. A. T., Jr. — Maintenance of 
Anterior Sulcus — Tympanic Mem- 
brane Relationships in Tympanoplastic 
Surgery. 


Bain, L., Kohut, R. I., Small, R., Akaz- 
awa, M., Suesberry, W. and Bridger, 
W. — One-Stage Dermal Pedicle Flap 
Reconstruction of Oropharynx (Ex- 
perimental and Clinical Study). 


Barber, H. O. and Abel S. M. — Com- 
puter Processing of Audiological and 
Vestibular Data. II. A Further Note. 


Barnes, E. L., Jr., Helidonis, E. S. and 
Myers, E. N. — Metastasis of Malig- 
nant Melanoma of Nasal Mucosa to 
me san Ttedting, .... ct ckcccsce 


Bamey, P. L. and Derlacki, E. L. — 
Adenomatous Tumors of Middle Ear 
ME ENOL, c's oo bceh Desks Chee 


Bartlett, P. C. and Patterson, M. FE. — 
Hearing Impairment Caused by Intra- 
tympanic Pressure Changes During 
General Anesthesia. ............... 


179 


356 


1342 
































INDEX. 


Bassilios, M., Parkes, M. L. and Kamer, 
M. F. — Surgical Treatment of the 
PUSS ON eee en ceebecceets 1435 


Bauer, W. C., Lesinski, S. G. and Ogura, 
. H. — Hemilaryngectomy for T; 
(Fixed Cord), Epidermoid Carcinoma 
Ce DEE, ac eccatesetsepeane 1563 


Bauknight, R. S., Strelioff, D. and Hon- 
rubia, V. — Effective Stimulus for the 
Xenopus Laevis Lateral-Line Hair- 
Cell System. 


Beddoe, G. M., Yarington, C. T. and 
Yonkers, A. J. — Avoiding Complica- 
tions in Radical Neck Dissections. .. 325 


Beekhuis, G. J. — Augmentation Mento- 
plasty Using Polyamide Mesh — Prac- 
tical Suggestions on Facial Plastic Sur- 
gery — How I Do It. ............ 1602 


Beekhuis, G. J. — Nasal Obstruction 
After Rhinoplasty, Etiology and Tech- 
niques for Correction. ............ 540 


Behringer, W. H., Lewis, W. J. and 
Mikaelian, D. O. — Primary Osteoma 
GE TONE FAROE 0 5.050 dos Seen’ 728 


Ben-Hur, N., Lapidot, A., Rezvani, F. 
and Terrefe, D. — A New Function- 
al Approach to the Surgical Manage- 
ment of Pierre Robin Syndrome: Ex- 
perimental and Clinical Report. .... 979 


Bennett, P. B., Farmer, J. C., Thomas, 
W. G. and Youngblood, D. G. — In- 
ner Ear Decompression Sickness. ....1315 


Bennhoff, D., Hendershot, E. L. and 
Wood, J. W. — Middle Cranial Fossa 
Approach to Petrous Apex. ........ 658 


Bentson, J. R., Calcaterra, T. C. and 
Rand, R. W. — Ischemic Paralysis of 
the Facial Nerve: A Possible Etiologic 
Factor in Balls Paley:: ...<.¢....0. 92 


Berkowitz, W. P., Miller, D. W. and 
Alonso, W. A. — Facial Rehabilita- 
tion: Surgical Reconstruction Follow- 
ing Temporal Bone Resection. ...... 509 


Berlinger, N. T., Tsakraklides, V., Pol- 
lak, K., Adams, G. L., Yang, M. and 
Good, R. A. — Prognostic Significance 
of Lymph Node Histology in Patients 
with Squamous Cell Carcinoma of the 
Larynx, Pharynx or Oral Cavity. .... 792 


Bernstein, L. — Practical Suggestions on 
Facial Plastic Surgery — How I Do 
It. The Lower Blepharoplasty. ...... 1757 


Beumer, J. and Calcaterra, T. D. — Pros- 
thetic Rehabilitation of Large Mid- 
facial Defects. 


1915 


Bickmore, J. T. and Marshall, M. L. — 
Cytology of Nasal Secretions: Fur- 


ther Diagnostic Help. ............ 516 
Biller, H. F. and Lawson, W. — Cer- 
ry et ae 1258 


Birck, H. G. and Robertson, J. R. — 
Laryngeal Problems Following Infant 
Esophageal Surgery. .............. 965 


Birken, E. A. and Parisier, $. C. — Re- 
current Meningitis Secondary to Idio- 
pathic Oval Window CSF Leak. ....1503 

Bjerre, I. and Toremalm, N. G. — Sur- 
gical Elimination of Drooling. ...... 104 

Blum, B., Glass, W., Eisenbud, L. and 
Kameros, J. — The Importance of Pan- 
ographic and Dental Evaluation for 
Lesions of the Antrum. ............ 1004 


Bodo, G. — Examination of the Vestibu- 
lar System by Short-Time Accelera- 


SL. ats bes. 0% an bs lve eee ba tak 874 
Boies, L. R., Jr. and Mathog, R. H. — 
Nonunion of the Mandible. ........ 908 
Boles, R. and Dedo, H. — Nasopharyn- 
Grn FEO, ks oc Se cous cence 364 
Bonding, P. — Routine Abscess Tonsil- 
lectomy: Late Results. ............ 286 
Bone, R. C., Feren, A. P., Nahum, A. 
M. and Winklehake, B. G. — Laryn- 
geal Papillomatosis: Immunologic and 
Viral Basis for Therapy. .......... 341 
Brackmann, D. E. — The Cochlear Im- 
plant: Basic Principles. ............ 373 


Bray, D. A. and Calcaterra, T. C. — 
Pseudomonas Meningitis Complicating 
Head and Neck Surgery. .......... 1386 


Bridger, W., Kohut, R. IL, Small, R., 
Suesberry, W., Akazawa, M. and Bain, 
L. — One-Stage Dermal Pedicle Flap 
Reconstruction of Oropharynx (Ex- 
perimental and Clinical Study). .... 356 


Britton, B. H., Crabtree, J. A. and Pierce, 
M. K. — Carcinoma of External Au- 
Getey COMO, |) .siedinek s Wheels chek 405 


Britton, B. H., Greenberg, S. D. and 
Neely, J. G. — Microscopic Character- 
istics of the Acoustic Tumor in Rela- 
tionship of Its Nerve of Origin. .... 984 


Brookler, K. H. — The Simultaneous 
Binaural Bithermal: A Caloric Test 
Utilizing Electronystagmography. ....1241 


Brookler, K. H. and Gorun, G. — 
Knotted Wire in Stapes Surgery: One 
Possible Factor in Postoperative Sen- 
sori-Neural Hearing Loss. .......... 1328 








1916 


Brown, E. M., Rontal, E., Rontal, M. and 
Morse, G. — Vocal Cord Injection in 
Treatment of Acute and Chronic As- 
ENS hg gyp.s aN aT bod 48 oto 5 <6 

Brummett, R. E., Harris, R. F. and Lind- 
gren, J. A. — Detection of Ototoxicity 
from Drugs Applied Topically to the 


DIMMHG TERE DOROE. o.sicic:n 05's 01s 04-00 1 


Brusca, P. A. and Lewy, R. B. — Dif- 
ficult Direct Laryngoscopy. ........ 
Busuttil, A., More, I. A. R. and Jones, 
D. G. — Amyloid Deposits in Trachea 
and Esophagus — Ultrastructural Con- 
firmation. 


Calcaterra, T. C. and Beumer, J.—Pros- 
thetic Rehabilitation of Large Mid- 
facial Defects. 


Calcaterra, T. C. and Bray, D. A. 
Pseudomonas Meningitis Complicating 
Head and Neck Surgery. 


Calcaterra, T. C. and Rand, R. W. 
Current Adjuncts for Surgery of Sphe- 
noid Sinus and Pituitary Gland. 


Calcaterra, T. C., Rand, R. W. and Bent- 
son, R. — Ischemic Paralysis of 
the Facial Nerve: A Possible Etiologic 
VOGUE 10. THEE SD. POINT, © c.ccccceccses 

Cantrell, R. W., Anderson, H. A. and 
Maisel, R. H. — Isolated ee 
DN. Ugh SCL ee oiek ews eile 91014 


Slocum, C. W. and 
— Arterial Blood Gas 
with An- 


Cantrell, R. W., 
Maisel, R. H. 
Determination in Patients 
terior Packing. 


Cantrell, R. W. and Yung, A. K. 
Quinsy Tonsillectomy. 


Caparosa, R. J. and Shamblin, J. D. — 
Office Otology Follow-Up. 


Carder, H. M., Fee, W. E. and Gunter, 
Ve 


P. — Rhomhoid Flap Principles 
and Common Variations. 


Carver, W. F. — An Unusual Applica- 
1 


tion of a CROS Hearing Aid. ...... 
Carver, W. F., Swanson, S. N., Aren- 
berg, I. K., Spector, G. J. and Stroud, 
M. H.—Pre and Post-Glycerol Special 
Audiometric Test Battery Results in 
Endolymphatic Hydrops. 








INDEX. 


177 


567 


850 


1386 


... - 1682 


19! 


1516 


= 


Cavo, J W., Jr., Pratt, L. L. and Alonso, 
W. A. — First Branchial Cleft Syn- 
dromes and Associated Congenital 
ER ese ae 


Chambers, R. G. and Friedel, W. 
Chondrosarcoma of the Larynx. 


Chandler, J. R. — Anterior Canal Wall 
Bulge: Indications and Techniques for 
Removal. 


Chole, R. A. and Quick, C. A. — Tem- 
poral Bone Histopathology in Experi- 
mental Hypovitaminosis. 


Chouard, C. H. and MacLeod, P. 
Implantation of Multiple Intracochlear 
Electrodes for Rehabilitation of Total 
Deafness. Preliminary Report. ...... 1743 


185 


445 


Clairmont, A. A. and Conley, J. J. — 
“Threading” Augmentation for Facial 
Wrinkles. Practical Suggestions on Fa- 
cial Plastic Surgery — How I Do It. 1886 


Cocke, E. W., Jr. — Correlation of the 
Histopathology and Clinical Manifes- 
tations of Parotid Neoplasms. ...... 19 


Cohen, H., Goodman, R. S., Goodman, 
M. and Gootman, N. — Cardiac and 
Pulmonary Failure Secondary to Ade- 
notonsillar Hypertrophy. .......... 1367 


Collins, J. A., Miller, R. N., Englehardt, 
R., Statopolsky, E. and Ladinson, J. H. 
— Observations on the Biochemical 
Effects of Transfusion of Citrate-Phos- 
phate-Dextrose Stored Blood in Man. 1272 


Conley, J. and Schuller, D. E. — Malig- 
nancies GE the Bars occ 656 ols os 1147 


Conley, J. J. and Clairmont, A. A. 
“Threading” Augmentation for Facial 
Wrinkles. Practical Suggestions on Fa- 
cial Plastic Surgery — How I Do It. 1886 


Conrad, L. P. 
Schwannoma 
Polyp. 

Coursey, D. L. and Goode, R. L.—Ton- 


sillectomy and Infectious Mononucleo- 
sis — A Possible Relationship. ...... 


Crabtree, J. A., Britton, B. H. and Pierce, 
M. K. — Carcinoma of External Au- 
ditory Canal. 


Crumley, R. L. and Smith, J. D. — Post- 
operative Chylous Fistula, Prevention 
and Management. 


Crysdale, W. S. and Platt, L. J. — Di- 
vision of Posterior Cricoid Plate in 
Young Children with Subglottic Sten- 
osis, 1 


and Kaufman, S. M. — 
Presenting as a Nasal 


405 


804 

















INDEX. 


D 


Dark, A. ‘W. and Spooner, T. R. —Man- 
agemertt of Sickle Cell Patients Un- 
dergoing Surgery. 


Davidson, T. M., Webster, R. C. and 
Smith, R. C. — Wound Closure with 
Absorbable Sutures — Practical Sug- 
gestions on Facial Plastic Surgery — 
ee ee oso nc on cae b ao cc's ees 1280 


Dedo, H. and Boles, R. — Nasopharyn- 
geal Angiofibroma. 


364 


ee ee ee ee 


Delclos, L.—A Finger-Extension Tongue 
Depressor: Technical Note. 


DeRemee, R. A., Harrison, E. G., Jr., 
Facer, G. W., Devine, K. D. and Mc- 
Donald, T. J. — The Protean Clinical 
Features of Polymorphic Reticulosis 
(Lethal Midline Granuloma). ...... 


Derlacki, E. L. and Barney, P. L. — 
Adenomatous Tumors of Middle Ear 
pe a ae PPE alee 


DeSanto, L. W., Lillie, J. C. and De- 
vine, K. D. — Surgical Salvage After 
Radiation for Laryngeal Cancer. 


DeSanto, L. W., McDonald, T. J. and 
Weiland, L. H. — Supraglottic Lar- 
ynx and Its Pathology as Studied by 
Whole Laryngeal Sections. 


Detwiler, J. S., Krieger, A. J. and Troos- 
kin, S. Z. — Respiratory Function in 
Infants with Arnold-Chiari Malforma- 
tion. 


Devine, K. D., Lillie, J. C. and DeSanto, 
K. D. — Surgical Salvage After 
Radiation for Laryngeal Cancer. .... 


Devine, K. D., McDonald, T. J., De- 
Remee, R. A., Harrison, E. G., Jr. and 
Facer, G. W. — The Protean Clinical 
Features of Polymorphic Reticulosis 
(Lethal Midline Granuloma). 


DeWeese, D. D. — Presidential Address, 
a ale ES 3 a gt pi ce oa 


Dinerman, W. S. and Myers, E. N. — 
Lymphangiomatous Macroglossia. - Bl 


Dix, R. C., Proctor, L. R. and Metz, 
W. A. — Construction of a Practical 
and Inexpensive Air Stimulator for Ca- 
loric Vestibular Testing. 


454 


936 


649 


635 


718 


649 


936 


755 


Dixon, H. S.—Microscopic Antrostomies 
in Children: A Review of the Litera- 
ture in Chronic Sinusitis and a Plan of 
Medical and Surgical Treatment. ....1796 


Dobie, R. and Smith, M. F. W. — Use 
of Homograft Stapes. 


1917 


Druck, N. S., Alonso, W. A. and Ogura, 
J. H. — Clinical Experiences in Hyoid 
Arch Transposition. 


Osgood, C. P. and Segal, 


Dujovny, M., 


R. — Acute Acromegalic Dyspnea. . . 1397 
E 
Edison, B. D. — Traumatic Esophago- 
ee Ra ee 269 


Eisenbud, L., Kameros, J., Blum, B. and 
Glass, W. — The Importance of Pan- 
ographic and Dental Evaluation for 
Lesions of the Antrum. ............ 1004 


Eliachar, {. and Marlowe, F. I. — Treat- 
ment of Tracheal Stenosis: An Un- 
usual Complication. 


Engelhardt, R., Miller, R. N., Collins, J. 
A., Statopolsky, E. and Ladinson, J. H. 
— Observations on the Biochemical 
Effects of Transfusion of Citrate-Phos- 
phate-Dextrose Stored Blood in Man. 1272 


Evans, A., Johnson, W. H. and Fenton, 
R. S. — Effects of Droperidol in 
Management of Vestibular Disorders. 


Evans, R. A., Sessions, R. B., Wills, P. L., 
Alford, B. R. and Harrell, J. E. — 
Juvenile Nasopharyngeal Angiofibro- 
ma: Radiographic Aspects. ........ 2 


946 


F 
Facer, G. W., Devine, K. D., McDonald, 
T. J., DeRemee, R. A. and Harrison, 


E. G. Jr. — The Protean Clinical 
Features of Polymorphic Reticulosis 


(Lethal Midline Granuloma). ...... 936 
Farmer, J. C., Thomas, W. G., Young- 

blood, D. G. and Bennett, P. B. — In- 

ner Ear Decompression Sickness. ....1315 


Fee, W. E., Jr., Gunter, J. P. and Carder, 
H. M. — Rhomhoid Flap Principles 
and Common Variations. 


Fenton, R. S., Evans, A. and Johnson, 
W. H. — Effects of Droperidol 
= Management of Vestibv'ar Disor- 
MD oscensk esas bastebiurs stress 


Feren, A. P., Bone, R. C., Nahum, A. M. 
and Winklehake, B. G. — Laryn- 
geal Papillomatosis: Immunologic and 


946 


Viral Basis for Therapy. .......... 341 
Ferguson, G. B. — Experiences in Later- 
oe: Pampas, oe oe ee cas 1626 


Ferguson, G. B. and Smith, R. R.—Sys- 
temic Lupus Erythematosus Causing 
Sunpwttic Stenodls, 235 secccccccss 734 








1918 


Fernandez-Blasini, N. — Glomus Jugu- 
lar Tumors of Middle Ear and Mas- 
toid: Diagnosis and Surgical meat 


ment. 669 


Fierstein, J., Ogura, J. H. and Spector, 
G.J.—A a of Therapeutic 
Sonlalsties of Glomus Tumors in the 


I PEE no 50.4, 01s 10's 010 0.6 0's 690 
Fierstein, J., Sessions, D. G., Thawley, 

S. E. and Ogura, J. H. — Medullary 

Carcinoma of the Thyroid. ........ 1594 
Filippone, M. V., Igarashi, M. and Al- 

ord, B. R. — Temporal Bone Find- 

ings in Pierre Robin Syndrome. ... .1679 
Fischer, N. D., Prazma, J., Pecorak, J. 

B. and Postma, D. S. — Ototoxicity 

of Tobramycin Sulfate. ............ 259 
Fischer, R. A. and Frable, M. A.—Gran- 

ular Cell Myoblastomas. .......... 36 
Fitz-Hugh, G. S., Jane, J. A. and Rob- 

bins, J. B. — Intracranial Carotid 

Catastrophies Encountered by the Oto- 

TRUER oo, co cys ss 0 330.5 893 
Frable, M. A. and Fischer, R. A—Gran- 

ular Cell Myoblastomas. .......... 36 
Fredrickson, J. M. and Rogers, J. H. — 

A Model for Tracheal Study. ...... 1738 


Freeman, G. R. — DMSO in Otology. .. 921 


Friedel, W. and Chambers, R. G. — 
Chondrosarcoma of the Larynx. .... 713 


G 
Gallagher R. A., Pratt, L. W. and Tobin, 
W. H. — Globus Hystericus—Office 
Evaluation by Psychological Testing 
WHT IIOs. vp Dee Se cate seh ones 1540 


Glass, W., Eisenbud, L., Kameros, J. and 
Blum, B. — The Importance of Pan- 
ographic and Dental Evaluation for 


Lesions of the Antrum. ............ 1004 
Glasscock, M. E., III — An Exercise in 

Oe 70 
Glasscock, M. E., III — Ossicular Chain 


Reconstruction. 


Glasscock, M. E., III and Miller, G. W. 
— Intact Canal Wall Tympanoplasty 
in Management of Cholesteatoma. . .1639 


Glattke, T. J. — Cochlear Implants: 
Technical and Clinical Implications. . .1351 


—, T. A., Skolnik, E. M. and Yee, 
a "Transposition of Lingual 
Thyroid. 








INDEX. 


Good, R. A., Berlinger, N. T., Tsakrak- 
lides, V., Pollak, K., Adams, G. L. and 
Yang, M. — Prognostic Significance 
of Lymph Node Histology in Patients 
with Squamous Cell Carcinoma of the 
Larynx, Pharynx or Oral Cavity. .... 792 


Goode, R. L. — Laryngeal Suspension 
in Head and Neck Surgery. ........ 349 


Goode, K. L. and Coursey, D. L. — Ton- 
sillectomy and Infectious Mononucleo- 
sis — A Possible Relationship. ...... 992 


Goodman, M., Goodman, R. S., Gootman, 
N. and Cohen, H. — Cardiac and 
Pulmonary Failure Secondary to Ade- 
notonsillar Hypertrophy. .......... 1367 


Goodman, M. L. and Metzger, S. A. — 
Chondrodermatitis Helicis: A Clinical 
Re-Evaluation and Pathological Re- 
view. 


Goodman, R. S., Goodman, M., Gootman, 
N. and Cohen, H. — Cardiac and 
Pulmonary Failure Secondary to Ade- 
notonsillar Hypertrophy. .......... 1367 


Gootman, N., Goodman, R. S., Goodman, 
M. and Cohen, H. — Cardiac and 
Pulmonary Failure Secondary to Ade- 
notonsillar Hypertrophy. .......... 1367 


Gorun, G. and Brookler, K. H. — 
Knotted Wire in Stapes Surgery: One 
Possible Factor in Postoperative Sen- 
sori-Neural Hearing Loss. .......... 1328 


Gotay, V. — Unusual Manifestations of 
Chronic Lymphocytic Leukemia. .. . . 1856 


Graham, M. D. and House, H. P. — Hu- 
man Stapes Crura: Surface Bone Arch- 
itecture: Scanning Electron Microscop- 
ic Findings. 

Greenberg, S. D., Neely, J. G. and Brit- 
ton, B. H. — Microscopic Character- 
istics of the Acoustic Tumor in Rela- 
tionship of Its Nerve of Origin. .... 984 


Gunter, J. P., Fee, W. E., Jr. and Card- 
er, H. M.—Rhomboid Flap Principles 
and Common Variations. 


Guzowski, J., Paparella, M. M., Rao, K. 
N. and Hoshino, T. — Meningiomas 
of the Temporal Bone. ............ 1141 


H 


Habal, M. B. and Leake, D. L. — Cran- 
iofacial and Mandibular Osseous Con- 
tour Reconstruction: The Use of a 
New “Combination” Graft. 


Hanson, D. G. and Paparella, M. M. — 
Endolymphatic Sac Drainage for In- 
tractable Vertigo (Method and Exper- 
iences). 697 











A 























Hardin, W. B., Jr., May, M., Sullivan, 
J. and Wette, R. — Natural History of 
Bell's Palsy: The Saliv Flow Test 
and Other Prognostic Indicators. .... 704 


Hardin, W. B., May, M., Wette, R. and 
Sullivan, J. — Use of Steroids in Bell's 
Palsy: A Prospective Controlled Study. 1111 


Harrell, J. E., Sessions, R. B., Wills, P. 
I., Alford, B. R. and Evans, R. A. — 
Juvenile Nasopharyngeal Angiofibro- 
ma: Radiographic Aspects. ........ 2 


Harris, R. F., Brummett, R. E. and Lind- 
gren, J. A. — Detection of Ototoxicity 
from Drugs Applied Topically to the 
DIGGS Har GOACe. onic sscvccsccws 1177 


Harrison, E. G., Jr., Facer, G. W., De- 
vine, K. D., McDonald, T. J. and De- 
Remee, R. A. — The Protean Clinical 
Features of Polymorphic Reticulosis 
(Lethal Midline Granuloma). 


Hawkins, D. B. and Williams, E. H. — 


Tracheostomy in Infants and Young 
CR fot scene cea cose foes ons 331 


Hays, L. L., McCurdy, J. A., Jr. and 
Johnson, G. K.—Parapharyngeal Neu- 
rilemmoma of Hypoglossal Nerve. .. 724 


Healy, G. B., Holt, G. P. and Tucker, J. 
A. — Bifid Epiglottis: A Rare Laryn- 
geal Anomaly. 


936 


Heeneman, H., Sessions, D. G. and 
Ogura, J. H. — Surgical Management 
of Bilateral Vocal Cord Paralysis. .. 559 


Helidonis, E. §., Myers, E. N. and 
Barnes, E. L., Jr.—Metastasis of Malig- 
nant Melanoma of Nasal Mucosa to 
the Small Intestine. 


Henderson, E. L., Wood, J. W. and Benn- 
hoff, D. — The Middle Cranial Fossa 
Approach to Petrous Apex. ........ 658 


Henderson, R. D., Woolf, C. and Marry- 
att, G. — Pharyngoesophageal Dys- 
pnea and Gastroesophageal Reflux. . .1531 


Hicks, J. N. — Techniques in Incus 
Transposition and Replacement. Ae 


Hipskind, M. M., Lindsay, J. R., Jones, 
T. D. and Valvassori, G. E. — Recur- 
rent Meningitis and  Labyrinthine 
Gusher Related to Congenital Defects 
of Labyrinthine Capsule and Stapes 
Footplate. 


Holden, W. D. — Specialties and the 
Specialty Boards. 


682 


Holgate, R. C. and Wortzman, G. — 
Computerized Tomography (CT) in 
Otolaryngology. 





INDEX. 


1919 


Holinger, P. H., Shaker, M. H., Konchi- 
geri, H. N. and Andrews, A. H., Jr. 
— Anesthetic Management for Carbon 


Dioxide Laser Surgery of the Larynx. 857 
Hollister, D. W., Shulman, J. B., Thi- 
beault, D. W. and Krugman, M. E. — 
Familial Laryngomalacia: A Case Re- 
84 


port. 
Holmes, W. F. and Stucker, F. J. — 
Metastatic Disease of the Temporal 
WE 2cbbccccnasbscteivewebpe ote 


Holt, G. P., Healy, G. B. and Tucker, 
J. A—Bifid Epiglottis: A Rare Laryn- 
ee a Pr er tr re 1459 


Honrubia, V., Bauknight, R. S. and 
Strelioff, D.—Effective Stimulus for the 
Xenopus Laevis Lateral-Line Hair- 
Cell System. 


Hoskino, T., Guzoroski, J., Paparella, M. 
M. and Rao, K. N. — Meningiomas 
of the Temporal Bone. ............ 1141 


House, H. P. and Graham, M. D.—Hu- 
man Stapes Crura: Surface Bone Arch- 
itecture: Scanning Electron Microscop- 
iS REL 5 cy v19s von a Sew elec 

Hudson, W. R., Michel, R. G. and 
Hughes, L. A. — Sjégren’s Syndrome 
and Serous Otitis Media. .......... 996 

Hughes, L. A., Hudson, W. R. and 
Michel, R. G. — — Syndrome 
and Serous Otitis Media. .......... 996 

Hybels, R. L. and Rice, D. H. — Neuro- 
Otologic Manifestations of Sarcoidosis. 1873 


Hybels, R. L., Travis, L. W. and New- 


man, M. H. — Tuberculosis of the 
SEE Tr At ee” 549 
I 
Igarashi, M., Filippone, M. V. and Al- 
ford, B. R. — Temporal Bone Find- 
ings in Pierre Robin Syndrome. ....1679 


Ishii, T. — Glossopharyngeal Neuralgia 
Surgical Treatment and Electron Mi- 
croscopic Finding. 

Ishikawa, T. and Isshiki, N. — Diag- 
nostic Value of Tomography in Uni- 
lateral Vocal Cord Paralysis. ........ 1573 

Isshiki, N. and Ishikawa, T. — Diag- 
nostic Value of Tomography in Uni- 


lateral Vocal Cord Paralysis. ........ 1573 
J 
Jaffe, B., Welch, K., Strand, R. and 
Treves, S. — Cerebrospinal Fluid 


Rhinorrhea Via the Fossa of Rosen- 
muller, 








1920 


Jane, J. A., Robbins, J. B. and Fitz- 
Hugh, G. S. — Intracranial Carotid 
Catastrophies Encountered by the Oto- 
laryngologist. 


Johnson, G. K., McCurdy, J. A., Jr. and 
Hays, L. L. — Parapharyngeal Neu- 
rilemmoma of Hypoglossal Nerve. .. 724 


Johnson, W. H., Fenton, R. S. and 
Evans, A. — Effects of Droperidol 
in Management of Vestibular Disor- 
ders. 


Jones, D. G., Busuttil, A. and More, I. 
A. R. — Amyloid Deposits in Trachea 
and Esophagus — Ultrastructural Con- 
egal i Agree ARE by ley a 


Jones, T. P., Hipskind, M. M., Lindsay, 
J. R. and Valvassori, G. E. — Recur- 
rent Meningitis and Labyrinthine 
Gusher Related to Congenital Defects 
of Labyrinthine Capsule and Stapes 
ae pia aA EES ey a 


Juhn, S. K. and Youngs, J. N. — The 
Effect on Perilymph on the Alteration 
of Serum Glucose or Calcium Concen- 
EEE soc ces ece ts sas tet sis tee ee 


893 


946 


850 


K 


Kahn, K. M., Marovitz, W. F. and Shu- 
gar, J. M. A. — Role of Cellular De- 
generation in the Normal Develop- 
ment of (Rat) Otocyst. 


Kamer, F., Parkes, M. L. and Merrin, M. 
L. — Infrabrow Lift. 1 


Kamer, F. M., Merrin, M. L. and Parkes, 
M. L.—Proplast Chin Augmentation. 1829 


Kamer, F. M., Parkes, M. L. and Bas- 


silios, M. — Surgical Treatment of the 
PAE BOE, 5 30.55 vincis's oeve'e 1435 
Kameros, J., Blum, B., Glass, W. and 


Eisenbud, L.—The Importance of Pan- 
ographic and Dental Evaluation for 


Lesions of the Antrum. ............ 004 
Kaufman, S. M. and Conrad, L. P. — 

Schwannoma Presenting as a Nasal 

es tats oe 5 ules 595 
Kearby, N. L., Zimny, M., Lyons, G. D. 

and Melancon, B. B. — The Otologi- 

cal Aspects of Palatal Myoclonus. .. 930 
Keller, A. P., Jr. — Maintenance of Coni- 

zation of the Drumhead in Tympano- 

SUN: “1. de sa its Cee kin oc toi vere. 196 
Keller, A. P., Jr. — Ossicular Disconti- 

SS 5 io exceed atau s-< 41k 0 Sy-08s asia 1792 
Kerth, J. D. and Kutnick, $. L.—Rhino- 

SEUEMINNES } ic cRideaeei sede a hucienk 1579 





INDEX. 


Keyes, G. R., Skolnik, E. M. and Yee, 
— Flap Reconstruction in Major 
Surgery y of Head and Neck. 


Kohut, R. I., Small, R., Suesberry, W., 
Bain, L., Akazawa, M. and Bridger, 
W.—One-Stage Dermal Pedicle Flap 
Reconstruction of Oropharynx (Ex- 
perimental and Clinical Study). .... 


Konchigeri, H. N., Shaker, M. H., An- 
drews, A. H., Jr. and Holinger, P. H. 
— Anesthetic Management for Carbon 
Dioxide Laser Surgery of the Larynx. 857 


Krausen, A. S.—Inferior Thyroid Veins: 
The Ultimate Guardian of the Trachea. 1849 


Krieger, A. J., Detwiler, J. S. and Troos- 
kin, S. Z. — Respiratory Function in 
Infants with Arnold-Chiari Malforma- 


DEG cuts So 5:0 4.5.0 patare Sede aise wees 718 
Krugman, M. E., Shulman, J. B., Hollis- 
ter, D. W. and Thibeault, D. W. — 
Familial Laryngomalacia: A Case Re- 
MEE “Ses cctetevsesy obs Cia teee ete 84 


Kusakari, J. and Thalmann, R. — Effects 
of Anoxia and Ethacrynic Acid Upon 
Ampullar Endolymphatic Potential and 
Upon High Energy Phosphates in 
RIO MVE 6S is oes ceeee ees 132 


Kutnick, S. L. and Kerth, J. D.—Rhino- 
sporidiosis. 


Ladenson, J. H., Miller, R. N., Collins, 
J. A., Engelhardt, R. and Statopolsky, 
E. — Observations on the Biochemical 
Effects of Transfusion of Citrate-Phos- 
phate-Dextrose Stored Blood in Man. 1272 


Lake, C. F., Neel, H. B., III and Whick- 
er, J. H. — Thin Rubber Sheeting in 
Frontal Sinus Surgery: Animal and 
ROM SHIMNIES.” 5 5s Sch oe 00 os ces 


Langnickel, R. — An _ Endolaryngeal 
Method of Vertigo-Lateral Transposi- 
tion of the Vocal Cord for Bilateral 
Apmattar: Pataivels,  ..0.4.0% Shs San 


Lapidot, A., Rezvani, F., Terrefe, D. 
and Ben-Hur, N. — A New Function- 
al Approach to the Surgical Manage- 
ment of Pierre Robin Syndrome: Ex- 
perimental and Clinical Report. . 979 

Lathrop, R. D. — A Critical Analysis of 
Current Trends in Management of 
SUE SEMMIED SS Lave eve wb wwe rod cusiersioteaa 1209 


Lawson, W. and Biller, 
vical Hibernoma. 


524 


Leake, D. L. and Habal, M. B. — Cran- 
iofacial and Mandibular Osseous Con- 
tour Reconstruction: 
New “Combination” 


The Use of a 
Graft. 

















INDEX. 


Lebo, C. P., Sang U, K. and Norris, F. 
H., Jr. — Cricopharyngeal nae 
in Amyotrophic Lateral Sclerosis. .. 


Lesinski, S. G., Bauer, W. C. and Ogura, 
J. H — Hemilaryngectomy for T; 
(Fixed Cord), Epidermoid Carcinoma 
ee ee eC oe ee 1563 


Levey, M. — An Unusual Thyroid Tu- 
mor in a Child 1 


Lewis, H. P. — Otolaryngology in In- 
ternal Medicine and Family Practice. 


Lewis, W. J., Mikaelian, D. O. and 
Behringer, W. H. — Primary Osteoma 
OE SOMONE GURUS, ono oc csiccsecee 728 


Lewy, R. B. and Brusca, P. A. — Dif- 
ficult Direct Laryngoscopy. 


Lillie, J. C., DeSanto, L. W. and De- 
vine, K. D. — Surgical Salvage After 
Radiation for Laryngeal Cancer. 


Lim, D. and Main, T. — Human Exter- 
nal Auditory Canal Secretory . System: 
An Ultrastructural Study. 


Lindberg, L. G. and Akerman, M. — 
Aspiration Cytology of Salivary Gland 
Tumors: Diagnostic Evidence from Six 
Years of Routine Laboratory Work. .. 584 


Lindgren, J. A., Brummett, R. E. and 
Harris, R. F.—Detection of Ototoxicity 
from Drugs Applied Topically to the 


759 


649 


Dee Her Gee. 5. Se Secs ees 1177 
Lindquist, P. A. and Ruggles, R. L. — 
Zinc Therapy in Otology. .......... 1688 


Lindsay, J. R., Hipskind, M. M., Jones, 
T. D. and Valvassori, G. E. — Recur- 
rent Meningitis and  Labyrinthine 
Gusher Related to Congenital Defects 
of Labyrinthine Capsule and Stapes 
PE Cc cesasau sks cunscceeen 

Lindsay, J. R. and Suga, F. — Paget’s 
Disease and Sensori-Neural Deafness: 
Temporal Bone Histopathology of 
Paget’s Disease 

Loré, J. M., Jr. and Tsui, H. N. — Con- 


genital Subglottic Fibroma in the New- 
WOR (vaaisa sso towslesele eter gees 571 


Lousteau, R. J., Lyons, G. D. and Mou- 
ney,, D. F. — CO, Laser Laryngo- 
scopy in a Variety of Lesions. ...... 1658 


Lyons, G. D., Lousteau, R. J. and Mou- 


ney, D. F. — CO, Laser Laryngo- 
scopy in a Variety of Lesions. ...... 1658 


Lyons, G. D., Melancon, B. B., Kearby, 
N. L. and Zimny, M. — The Otologi- 
cal Aspects of Palatal Myoclonus. .. 930 


1921 


M 


MacLeod, P. and Chouard, C. H. — 
Implantation of Multiple Intracochlear 
Electrodes for Rehabilitation of Total 
Deafness. Preliminary Report. ...... 1743 


Maeda, S., Mogi, G. and Yoshida, T. — 
Histiocytic Medullary Reticulosis with 
Involvement of the Nose. 17 


Maeda, S., Yoshida, T., Watanabe, N. 
and Mogi, G. — Otitis Media with 
Effusion: Specific Antibody Activities 
Against Exotoxins in Middle Ear Ef- 
fusions. 


Main, T. and Lim, D. — Human Exter- 
nal Auditory Canal Secretory System: 
An Ultrastructural Study. .......... 1164 


Maisel, R. H., Anderson, H. A. and Can- 
trell, R. W. — Isolated Laryngeal 
Lymphoma. 


Maisel, R. H., Slocum, C. W. and Can- 
trell, R. W. — Arterial Blood Gas 
Determination in Patients with An- 
terior Packing. 


Makishima, K. and Snow, J. B., Jr. — 
Effects of Head Blow on the Develop- 
ment of Hearing Loss. ............ 971 


Makishima, K. and Snow, J. B., Jr. — 
Histopathologic Correlates of Otoneu- 
rologic Manifestations Following Head 
Trauma. 


Marlowe, F. I. and Eliachar, I. — Treat- 
ment of Tracheal Stenosis: An Un- 
usual Complication. 


Marovitz, W. F., Shugar, J. M. A. and 
Kahn, K. M. — Role of Cellular De- 
generation in the Normal Develop- 
ment of (Rat) Otocyst. 


Marryatt, G., Henderson, R. D. and 
Woolf, C. — Pharyngoesophageal Dys- 


869 


pnea and Gastroesophageal Reflux. . . 1531 
Marshall, M. L. and Bickmore, J. T. — 

Cytology of Nasal Secretions: Fur- 

ther Diagnostic Help. ............ 516 


Martin, R., Yonkers, A. J. and Yaring- 
ton, C. T., Jr. — Perichondritis of 
pe ie ein <a ee 


Martinez, D. M. — Ear Reconstruction 
and Mastoid Obliteration with Pro- 
plast After Radical Mastoidectomy. 
(This was a Movie Presentation.) ... .1828 


Mathog, R. H. and Boies, L. R., Jr. — 
Nonunion of the Mandible. 


Matz, G. J. — Ototoxic Effects of Etha- 
crynic Acid in Man and Animals. . . 1065 


664 








1922 


May, M. — Red Chorda Tympani Nerve 
15 


in Herpes Zoster Oticus. .......... 72 
May, M., Hardin, W. B., Jr., Sullivan, J. 

and Wette, R. — Natural History of 

Bell’s Palsy: The Salivary Flow Test 

and Other Prognostic Indicators. .... 704 


May, M., Wette, R., Hardin, W. B., Jr. 
and Sullivan, J. — Use of Steroids in 
Bell’s Palsy: A Prospective Controlled 
Study. 


McCabe, B. F. — Osteo-Mucoperiosteal 
Flap in Repair of Cerebrospinal Fluid 


1111 


PONIEENOR soca Wins Pas Wo ein sns GIT 537 
McCurdy, J. A., Jr., Hays, L. L. and 
Johnson, G. K.—Parapharyngeal Neu- 
rilemmoma of Hypoglossal Nerve. .. 724 
McDonald, T. J., DeRemee, R. A., Har- 
rison, E. G., Jr., Facer, G. W. and 
Devine, K. D. — The Protean Clinical 
Features of Polymorphic Reticulosis 
(Lethal Midline Granuloma). ...... 936 
McDonald, T. J., DeSanto, L. W. and 
Weiland, L. H. — Supraglottic Lar- 
ynx and Its Pathology as Studied by 
Whole Laryngeal Sections. ........ 635 
McFarlane, J. R., Alford, B. R. and 
Neely, J. G. — Homograft Replace- 
ment of Tympanic Membrane. ...... 199 


McGill, T. J. I. and Schuknecht, H. F. 
—Human Cochlear Changes in Noise- 
Induced Hearing Loss. ............ 1293 


McLean, W. C. — Differential Diagno- 
sis and Management of Deep Lobe 
PO TUMENE. osc ica ccceesnce 28 


Melancon, B. B., Kearby, N. L., Zimny, 
M. and Lyons, G. D. — The Otologi- 
cal Aspects of Palatal Myoclonus. .. 930 


Merrin, M. L., Kamer, F. M. and Parkes, 
M. L. — Infrabrow Lift. .......... 1869 


Merrin, M. L., Parkes, M. L. and Kamer, 
F. M.—Proplast Chin Augmentation. 1829 


Metz, W. A., Proctor, L. R. and Dix, R. 
C. — Construction of a Practical 
and Inexpensive Air Stimulator for Ca- 


loric Vestibular Testing. .......... 126 
Metzger, S. A. and Goodman, M. L. — 
Chondrodermatitis Helicis: A Clinical 
Re-Evaluation and Pathological Re- 
MONET eG aa w cca osMtsls este oe ee aie 1402 
Meyerhoff, W. L. — The Thyroid and 
POEMS 3.6, bre: SieeS resale 01 ee wtdes corsets 438 
Michel, R. G., Hughes, L. A. and Hud- 
son,, W. R. — Sjégren’s Syndrome 
and Serous Otitis Media. .......... 996 





INDEX. 


and 
Behringer, W. H. — Primary Osteoma 


Mikaelian, D. O., Lewis, W. J. 


ee eee eee 728 
Miller, D. W., Berkowitz, W. P. and 
Alonso, W. A. — Facial Rehabilita- 
tion: Surgical Reconstruction Follow- 
ing Temporal Bone Resection. ...... 509 


Miller, G. W. and Glasscock, M. E., III 
— Intact Canal Wall Tympanoplasty 
in Management of Cholesteatoma. . . 1639 


Miller, R. N., Engelhardt, R., Collins, J. 
A., Statopolsky, E. and Ladenson, J. H. 
— Observations on the Biochemical 
Effects of Transfusion of Citrate-Phos- 
phate-Dextrose Stored Blood in Man. 1272 


Mogi, G., Maeda, C. and Yoshida, T. — 
Histiocytic Medullary Reticulosis with 
Involvement of the Nose. 


Mogi, G., Maeda, S., Yoshida, T. and 
Watanabe, N. — Otitis Media with 
Effusion: Specific Antibody Activities 
Against Exotoxins in Middle Ear Ef- 
fusions. 


Moon, C. N., Jr.—Ossicular Reconstruc- 
tion in Tympanoplasty—Mobile Stapes 
without Crural Arches, Fixed Stapes 
with and without Crural Arches. .... 2: 


More, I. A. R., Busuttil, A. and Jones, 
D. G. — Amyloid Deposits in Trachea 
and Esophagus: Ultrastructural Con- 


firmation. 850 


Moretti, J. A. — Sensori-Neural Hearing 
Loss Following Radiotherapy to the 
Nasopharynx. 


Morse, G., Rontal, E., Rontal, M. and 
Brown, E. M. — Vocal Cord Injection 
in Treatment of Acute and Chronic As- 
piration. 


Mouney, D. F., Lyons, G. D. and Lou- 
steau, R. J. — CO, Laser Laryngo- 
scopy in a Variety of Lesions. ...... 


Murray, J. P., Arenberg, I. K., Rauch- 
bach, E. and Schenck, N. — An Ex- 
perimental Model for the Study of En- 
dolymphatic Hydrops in Sharks: Im- 
plications for the Clinician. ........ 1426 


598 


en 
wo 
ut 


Myers, E. N. and Dinerman, W. S. — 
Lymphangiomatous Macroglossia. ... 291 


Myers, E. N., Heledonis, E. S. and 
Barnes, E. L., Jr.—Metastasis of Malig- 
nant Melanoma of Nasal Mucosa to 
the Small Intestine. 


Myers, E. N. and Weitzel, G. J. — 
Rhabdomyoma of the Pharynx. .... 98 























N 


Nahum, A. M., Bone, R. C., Feren, A. P. 
and Winklehake, B. G. — Laryn- 
geal Papillomatosis: Immunologic and 
Viral Basis for Therapy. 


Naunton, R. F. and Zerlin, S. — Basis 
and Some Diagnostic Implications of 
Electrocochleography. 


Neel, H. B., Ill, Whicker, J. H. and 
Lake, C. F.—Thin Rubber Sheeting in 
Frontal Sinus Surgery: Animal and 
ee, PEN a<d:sanchendasn <s 


a J. G., Alford, B. R. and McFar- 
land, J. R. — Homograpft Replace- 
ment of Tympanic Membrane. ...... 


Neely, J. G.,. Britton, B. H. and Green- 
berg, S. D. — Microscopic Character- 
istics of the Acoustic Tumor in Rela- 
tionship of Its Nerve of Origin. .... 


H. and Work, W. P. — 
DEED, © SB cotade 840 


475 


524 


199 


984 


Newman, M. 
Arytenoidectomy 


Nilo, E. R. and Saunders, W. H. — 
Functional Hearing Loss. .......... 501 

Norris, F. H., Jr., Lebo, C. P. and Sang 
U, K. — Cricopharyngeal Myotomy 
in Amyotrophic Lateral Sclerosis. 


Tan, S. and Som, M. L. 
of the Salivary 


Nussbaum, M., 
— Hemangiomas 
Glands. 


Ogura, J. H., Alonso, W. A. and Druck, 
N. S. — Clinical Experiences in Hyoid 


Arch Transposition. 617 


Ogura, J. H., Fierstein, J., Sessions, D. G. 
and Thawley, Ss. E. — Medullary 
1594 


Carcinoma of the Thyroid. ........ 
Ogura, 2: H., Lesinski, S$. G. and Bauer, 
w. Cc. — Hemilaryngectomy for Ts 


(Fixed Cord), Epidermoid Carcinoma 
OX HP EE, 0. Sows y cee deneess 1563 


Ogura, J. H., Sessions, D. G. and Heene- 
man, H. — Surgical Management 


of Bilateral Vocal Cord Paralysis. .. 559 


Ogura, J. H., Spector, G. J. and Fierstein, 
—aA Comparison of Therapeutic 
Modalities of Glomus Tumors in the 


Temporal Bone. 690 


Ogura, J. H., Swain, R. E. and Sessions, 
. G. — Fibrosarcoma of Head and 
Neck in Children. 


Osgood, C. P., Dujovny, M. and Segal, 
R. — Acute Acromegalic Dyspnea. . . 1397 


INDEX. 


1923 


P 
Paparella, M. M., Guzowski, J., Rao, K. 


N. and Hoshino, T. — Meningiomas 
of the Temporal Bone. ............ 1141 


Paparella, M. M. and Hanson, D. G. — 
ndolymphatic Sac Drainage for In- 
tractable Vertigo (Method and Exper- 


RNS 50% ceed SECTS dae wee Wb Se 697 
Parisier, S. C. and Birken, E. A. — Re- 
current Meningitis Secondary to Idio- 
pathic Oval Window CSF Leak. 1503 
Parkes, M. L., Kamer, F. M. and Bas- 
silios, M. — Surgical Treatment of the 
A eae oe 1435 


a a M. L., Kamer, F. and Merrin, M. 
L.— Infrabrow Lift. 1 


Parkes, M. L., Merrin, M. L. and Kamer, 
F. M.—Proplast Chin Augmentation. 1829 


Parsons, R. C. — Contraindications for 
Tympanoplasty. 


Patterson, C. N. — Theories and Causes 
of Supra-Tip Convexities. .......... 45 


Patterson, M. E. and Bartlett, P. C. — 
Hearing Impairment Caused by Intra- 
tympanic Pressure Changes During 
General Anesthesia. ............... 


Pecorak, J. B., Prazma, J., Postma, D. S. 
and Fischer, M. D. — Ototoxicity 
of Tobramycin Sulfate. ............ 


399 


259 


Pennington, C. L. — Management of 
Fixation of Malleolus Head and In- 
cudal Body in Tympanoplasty. . 173 


Perkins, J. H. and Sheehy, J. L.—Stape- 
dectomy: Gelfoam Compared with Tis- 


sue Grafts. 436 


Perkins, R. — Tympanomastoid Recon- 
struction: Operative Procedure for An- 
atomical and Functional Restoration of 
Radicalized Ear. 

Pierce, M. K., Crabtree, J. A. and Brit- 
ton, B. H.—Carcinoma of External Au- 
ditory Canal. 

Platt, L. J. and Crysdale, W. S. — Di- 
vision of Posterior Cricoid Plate in 
Young Children with Subglottic Sten- 
osis. 

Pollak, K., Berlinger, N. T., Tsakraklides, 
V., Adams, G. L., Yang, M. and Good, 
R. A. — _ Prognostic Significance 
of Lymph Node Histology in Patients 
with Squamous Cell Carcinoma of the 
Larynx, Pharynx or Oral Cavity. 

Postma, D. S., Prazma, J., Pecorak, J. B. 
and Fischer, N. D. — Ototoxicity 
of Tobramycin Sulfate. 


416 


405 








1924 


Pou, J. W. — Congenital Anomalies of 
Middle Ear. 


Pratt, L. L. — Management of the Mas- 
toid Air Cell System in Chronic Otitis 
Media. 


Pratt, L. L., Cavo, J. W., Jr. and Alonso, 
W. A. — First Branchial Cleft 
Syndromes and Associated Congenital 
yy ei ear ea 


Pratt, L. W., Tobin, W. H. and Galla- 
gher, R. A——Globus Hystericus — Of- 
fice Evaluation by Psychological Test- 
ing with MMPI. 1 


Prazma, J., Postma, D. S., Pecorak, J. B. 
and Fischer, N. D. — Ototoxicity 
of Tobramycin Sulfate. ............ 


Proctor, L. R., Metz, W. A. and Dix, R. 
C. — Construction of a Practical 
and Inexpensive Air Stimulator for Ca- 
loric Vestibular Testing. 


Pulec, J. L. — Geniculate Neuralgia: 
Diagnosis and Surgical Management. 955 


Putney, F. J. and Adkins, W. Y. — Hori- 
zontal Tongue Flap in Repair of Ton- 


. 


251 


674 


739 


540 


259 


126 


Silay PRUNE SOEROCE, «5 5 cs 50 50,0 1623 
Q 
Quick, C. A. and Chole R. A. — Tem- 
poral Bone Histopathology in Experi- 
mental Hypovitaminosis. .......... 445 


Quinn, H. J., Jr. — Diagnosis of Parotid 
Gland Swelling. 


Rabuzzi, D. D. and Steinschneider, A. — 
Apnea and Airway Obstruction During 
Feeding and Sleep. «..<.....0.06. 


Rand, R. W. and Calcaterra, T, C. — 
Current Adjuncts for Surgery of Sphe- 
noid Sinus and Pituitary Gland. ....1692 


Rand, R. W., Calcaterra, T. C. and Bent- 
son, J. R. — Ischemic Paralysis of 
the Facial Nerve: A Possible Etiologic 
Factor in Bell’s Palsy. 


Rao, K. N., Guzowski, J., Paparella, M. 
M. and Hoshino, T. — Meningiomas 
of the Temporal Bone. 

Rapin, I. and Ruben, R. J. — Patterns 
of Anomalies in Children with Mal- 
formed Ears. 


Rauchbach, E., Arenberg, I. K., Murray, 
J. P. and Schenck, N. — An Ex- 


359 


perimental Model for the Study of En- 
dolymphatic Hydrops in Sharks: 
plications for the Clinician. 


Im- 
pre ois $< 1426 





INDEX. 


Rauchbach, E. and Schenck, N. L. — 
Frontal Sinus Disease. IV. Cellular 


Response to Experimentally-Induced 
Oo SE Pe a ee er eee 1726 
Rezvani, F., Terrefe, D., Ben-Hur, N. 


and Lapidot, A. —- A New Function- 
al Approach to the Surgical Manage- 
ment of Pierre Robin Syndrome: Ex- 
perimental and Clinical Report. . 979 


Rice, D. H. and Hybels, R. L. — Neuro- 
Otologic Manifestations of Sarcoidosis. 1873 


Richter, H. J., Il — Investigation of 
Acoustic Trauma from the Airbag. . .1188 


Robbins, J. B., Fitz-Hugh, G. S. and 
Jane, J. A. — Intracranial Carotid 
Catastrophies Encountered by the Oto- 
laryngologist. 


Robertson, J. R. and Birck, H. G. — 
Laryngeal Problems Following Infant 


Esophageal Surgery. ...........--- 
Rogers, J. H. and Fredrickson, J. M. — 

A Model for Tracheal Study. ...... 1738 
Rontal, E., Rontal, M., Morse, G. and 


Brown, E. M.—Vocal Cord Injection in 
Treatment of Acute and Chronic As- 
LY «la s.c-da'e So a cpteaeie ae v.5 dfn, 0 > 
Rontal, M., Rontal, E., Morse, G. and 
Brown, E. M.—Vocal Cord Injection in 
Treatment of Acute and Chronic As- 
piration. 
Ruben, R. J. and Rapin, I — Patterns 
of Anomalies in Children with Mal- 
formed Ears. 


Ruggles, R. L. and Lindquist, P. A. — 
Zinc Therapy in Otology. .......... 1688 


S 


Sachs, M. and Sekhar, H. K. C. — 
Mondini Defect in Association with 
Multiple Congenital Anomalies. .... 117 

Sang U, K., Lebo, C. P. and Norris, F 
H., Jr. — Cricopharyngeal Myotomy 
in Amyotrophic Lateral Sclerosis. .. 862 

Saunders, W. H. and Nilo, E. R. — 
Functional Hearing Loss. .......... 501 


Schaffer, R. I. — Dermal Grafts: An Al- 
ternative Technique. 


Schenck, N., Arenberg, I. K., Murray, J. 
P. and Rauchbach, E. — An Ex- 
perimental Model for the Study of En- 
dolymphatic Hydrops in Sharks: Im- 
plications for the Clinician. ........ 1426 

Schenck, N. L. and Rauchbach, E. — 
Frontal Sinus Disease. IV. Cellular 
Response to Experimentally-Induced 
Infection. 

















Schramm, V. L. — Physician and Pa- 
tient-Induced Diseases 
gology. 

Schuknecht, H. F. and McGill, T. J. I. 
—Human Cochlear Changes in Noise- 
Induced Hearing Loss. 


in Otolaryn- 
1 


INDEX. 


Schuller, D. E. and Conley, J. — Malig- 
1147 


nancies of the Ear. 


Seda, 
Crimper. 
Segal, R., Dujovny, M. and Osgood, 
P. — Acute Agromegalic Dyspnea. . 
Sekhar, H. K. C. and Sachs, M. 


Mondini Defect in Association with 
Multiple Congenital Anomalies. 


Sessions, D..G. — Surgical Pathology of 
Cancer of the Larynx and Hypophar- 
ynx. 


Sessions, D. G., Fierstein, J., Thawley, S. 
E. and Ogura, J. H. — Medullary 
Carcinoma of the Thyroid. 


— D. G., Ogura, J. H. and Heene- 
H. ‘Surgical Management 
yy Bilateral Vocal Cord Paralysis. .. 


Sessions, D. G., Swain, R. E. and Ogura, 
H. — Fibrosarcoma of Head and 
Neck in Children. 


Sessions, R. B., Wills, P. I., Alford, B. R., 
Harrell, J. E. and Evans, R. A. 
Juvenile Nasopharyngeal Angiofibro- 
ma: Radiographic Aspects. ........ 


Shaia, F. T. and Sheehy, J. L. — Sud- 
den Sensori-Neural Hearing Impair- 
ment: A Report of 1,220 Cases. .... 


Shaker, M. H., Konchigeri, H. N., An- 
drews, A. H., Jr. and Holinger, P. H. 
— Anesthetic Management for Carbon 
Dioxide Laser Surgery of the Larynx. 

Shamblin, J. D. and Caparosa, R. J. — 
Office Otology Follow-Up. 


Shapiro, M. J. — Medullary Carcinoma 
of the Thyroid. 
Shea, J. J. — Diagnosis and Treatment 
of Fluctuant Hearing Loss. 
Shea, J. J. — Management of Profuse 
Perilymph Leak. 
Shea, J. J. — Plastipore™ Total Ossicu- 
lar Replacement Prosthesis. ........ 
Sheehy, J. L. and Perkins, J. H.—Stape- 
dectomy: Gelfoam Compared with Tis- 
CR Ss oo ecb SESS aa oela TASS 
Sheehy, J. L. and Shaia, F. T. — Sud- 


den Sensori-Neural Hearing Impair- 
ment: A Report of 1,220 Cases. .... 


H. J. — A Modified Stapedectomy 
148 

C. 
. 1397 


rae 


814 


559 


113 


to 


389 


857 


389 


1925 


Shinn, J. B. and Smith, M. F. W. 
Glomus Tympanicum: Excision by 
Radical Mastoidectomy Exposure with 
Autograft Reconstruction. 


Shugar, J. M. A., Marovitz, W. F. and 
Kahn, K. M. — Role of ‘Cellular De- 
generation in the Normal Develop- 
ment of (Rat) Otocyst. 


Shulman, J. B., Hollister, D. W., Thi- 
beault, D. W. and Krugman, M. E. — 
Familial Laryngomalacia: A Case Re- 
ga NRE ES RARE POS PGE 

Silverstein, H. Transmeatal Laby- 
rinthectomy with and without Coch- 
leovestibular Neurectomy. ......... 1777 


431 


Singleton, G. T. — Ossicular Fixation of 
Singleton, G. T. — Prevention of Blunt- 
ing the Anterior Canal Drumhead Con- 
tour — Plester Technique. 
Skolnik, E. M., Yee, K. F. and Golden, 
T. A. — Transposition of the Lingual 
Thyroid. 
Skolnik, E. 
R. 


193 


, Yee, K. F. and Keyes, G. 
Flap Reconstruction in Major 
Surgery of Head and Neck. ........ 1584 


Slocum, C. W., Maisel, R. H. and Can- 
trell, R. W. — Arterial Blood Gas 
Determination in Patients with An- 


See SE, 9. oid 3A Gas bee erbens 869 
Small, A. and Trible, W. M. — Thorium 
Dioxide Granuloma of the Neck. ....1633 


Small, R., Kohut, R. L., Suesberry, W., 
Bain, L., Akazawa, M. and Bridger, 
W. — One-Stage Dermal Pedicle Flap 
Reconstruction of Oropharynx (Ex- 


perimental and Clinical Study). .... 356 
Smith, J. D. and Crumley, R. L.—Post- 
operative Chylous Fistula, Prevention 
oe RPP eT eee ee er 804 
Smith, M. F. W. and Dobie, R. — Use 
of Homograft Stapes. ............ 1196 
Smith, M. F. W. and Shinn, J. B. — 
Glomus Tympanicum: Excision by 
Radical Mastoidectomy Exposure with 
Autograft Reconstruction, .......... 431 


Smith, R. C., Webster, R. C. and David- 
son, T. M. — Wound Closure with 
Absorbable Sutures — Practical Sug- 
gestions on Facial Plastic Surgery — 
ee 8 ON Os 5 sc te oWacsncecaned 1280 


Smith, R. R. and Ferguson, G. B.—Sys- 
temic Lupus Erythematosus Causing 


Seta. GHOROGE: « ». «5 6s'0.0.4s 06. 08-0058 734 
Snow, J. B., Jr. and Makishima, K. — 

Effects of Head Blow on the Develop- 

ment of Hearing Loss. ............ 971 











1926 


Snow, J. B., Jr. and Makishima, K. — 
Histopathologic Correlates of Otoneu- 
rologic Manifestations Following Head 


Trauma. 1303 


Som, M. L., Nussbaum, M. and Tan, S. 
Hemangiomas of the Salivary 
SMES,” Sollee nce aed ne Hearn lkis aale-s 71604 1015 


Spector, G. J. — The Role of Aminopep- 

tidases in Inflammatory and Neoplas- 

Ss Sb salou nkt d.cameis o's laeive’s 1218 
Spector, — J., Fierstein, J. and Ogura, J. 

H. — A Comparison of Therapeutic 
Modalities of Glomus Tumors in the 


Temporal Bone. 690 


Spector, G. J., Swanson, S. N., Arenberg, 
, Carver, W. F. and Stroud, M 

H. — Pre and Post-Glycerol Special 
Audiometric Test Battery Results in 


Endolymphatic Hydrops. 490 


Spector, G. J., bei gig J., Arenberg, 
I. K. and Stroud, M. — The Ef- 
ficacy of “ : umcoadee Dy “Medical Reg- 
imen in the Rate of Hearing Losses 
in Méniére’s Syndrome: A Retrospec- 
tive, Computerized Statistical Analy- 
ORs! Wc yes setae Cole d es tor 0 Ss te ces Ee 1391 


Spencer, J. T., Jr. — Use of Tragal Car- 
tilage in Ossicular Reconstruction. 


Spooner, T. R. and Dark, A. W. — Man- 
agement of Sickle Cell Patients Un- 
SSIS SAMMY. Coe es ov es 

P. M. and Veltri, R. W. — Re- 

A New Con- 


Sprinkle, 
current Adenotonsillitis: 
cept. 


Sprinkle, P. M., Veltri, R. W. and Wade, 
J. — Clinical Significance of Viral 
SMOIOY SS sis c:dsilivn tc dU Cotes edt UHes 

Statopolsky, E., Miller, R. N., Engelhardt, 
R., Collins, J. A. and Ladenson, J. H. 
— Observations on the Biochemical 
Effects of Transfusion of Citrate-Phos- 
phate-Dextrose Stored Blood in Man. 1272 


Steinschneider, A. and Rabuzzi, D. D. — 
Apnea and Airway Obstruction During 
Feeding and Sleep. .............- 1359 


Storrs, L. A.—Contraindications to Tym- 


a an i os Sol 79 
Storrs, L. A. — Vascular Anomalies of 
RN  cindiccrisclbnwll sesuneiek © ao-6 247 
Strand, R., Treves, S., Jaffe, B., and 
Welch, K. — Cerebrospinal Fluid 
Rhinorrhea Via the Fossa of Rosen- 
I ey oe ty Se ee 903 


INDEX. 


Strelioff, D., Bauknight, R. S. and Hon- 


rubia, V. — Effective Stimulus for the 
Xenopus Laevis Lateral-Line Hair- 
EE, | | 55.068 39 059.50 53 Seed 


Stroud, M. H., Swanson, S. N., Arenberg, 
I. K., Carver, W. F. and Spector, G. 
J. — Pre and Post-Glycerol + sage 
Audiometric Test Battery Resu 
Endolymphatic Hydrops. 


Stroud, M. H., Weintraub, J., Arenberg, 
I. K. and Spector, G. J. — The Ef- 
ficacy of “Conservative” Medical Reg- 
imen in the Rate of Hearing Losses 
in Méniére’s Syndrome: A Retrospec- 
tive, Computerized Statistical Analy- 
NES gc cao 5S boosted ae sation 


Stucker, F. J. and Holmes, W. F. 
Metastatic Disease of the Temporal 
PN 6226 $4 chives 00d dwwhiee sete cen en 


Sudderth, M. E. — Calcifying Odonto- 
genic Cyst (Gorlin’s Cyst) of the Max- 
NS ee ree 


Suesberry, W., Kohut, R. I., Small, R 
Bain, L., Akazawa, M. and Bridger, 
W. — One-Stage Dermal Pedicle Flap 
Reconstruction of Oropharynx (Ex- 
perimental and Clinical Study). .... 


Suga, F. and Lindsay, J. R. — Paget’s 
Disease and Sensori-Neural Deafness: 
Temporal Bone Histopathology of 
er een eae 


Sullivan, J., May, M., Hardin, W. B., Jr. 
and Wette, R. — Natural History of 
Bell’s Palsy: The Salivary Flow Test 
and Other Prognostic Indicators. .... 


Sullivan, J.. May, M., Wette, R. and 
Hardin, W. B., Jr.,—Use of Steroids in 
Bell’s Palsy: A Prospective Controlled 
Study. 


Summers, G. W. — Nasal Obstruction 
Caused by Pituitary 


MS Se oe es ie oes 


Swain, R. E., Sessions, D. G. and Ogura, 
j. H. — Fibrosarcoma of Head and 
Neck in Children. 


Swanson, S. N., Arenberg, I. K., Carver, 
W. F., Spector, G. J. and Stroud, M. 
H. — Pre and Post-Glycerol Special 
Audiometric Test Battery Results in 
Endolymphatic Hydrops. 


T 


Tabb, H. G. — Epitympanic Fixation 
of Incus and Malleus. 
Tabb, H. G. — Method of Restoration 
of Hearing in Tympanoplasty with Ab- 
sence of Incus and Stapes Crura. .. 





Chromophobe 
1 


490 


1845 


356 


704 


113 


490 


243 


237 














Tardy, M. E., Jr. — Alternatives in Nasal 
Reconstruction (“Five Flaps 
Graft” ). 


Tan, S., Som, M. L. and Nussbaum, M. 
Hemangiomas of the Salivary 
G Glands. ENCsh css sCee ah eaeenrutoes 


Taylor-Spikes, M. and Walloch, R. A. — 
Auditory Thresholds in the Guinea 
Pig: A Preliminary Report of a Be- 
havioral Technique, Employing a Food 
Rew: 


Terrefe, D., Ben-Hur, N., Lapidot, A. 
and Rezvani, F. — A New Function- 
al Approach to the Surgical Manage- 
ment of Pierre Robin Syndrome: Ex- 
perimental and Clinical Report. 


Thalmann, R. and Kusakari, J. — Effects 
of Anoxia and Ethacrynic Acid Upon 
Ampullar Endolymphatic Potential and 
Upon High Energy Phosphates in 
Ampullar Wall. 


Thawley, S. E., Fierstein, J., Sessions, D. 
G. and Ogura, J. H. — Medullary 
Carcinoma of the Thyroid. 


Thibeault, D. W., Shulman, J. B., Hollis- 
ter, D. W. and Krugman, M. E. 
Familial Laryngomalacia: A Case Re- 
port. 

Thomas, W. G., Farmer, J. C., Young- 


blood, D. G. and Bennett, P. B. — In- 
ner Ear Decompression Sickness. ... . 


Tobin, W. H., Pratt, L. W. and Galla- 
gher, R. A—Globus Hystericus: Office 


INDEX. 


1699 


. 979 


132 


84 


1315 


Evaluation by Psychological Testing 
1 


with MMPI. 


Toremalm, N. G. and Bjerre, I. — Sur- 
gical Elimination of Drooling. 


Travis, L. W., Hybels, R. L. and New- 


eeeeee 


man, M. H. — Tuberculosis of the 
MU, <6. Wad Osbe> o 55 se eaten ee dele 
Travis, L. W., Work, W. P. and White- 


house, W. M. — A Radiologic Ad- 
vance in the Diagnosis of Disorders of 


Pe eee, «68 osu son dteiaesseeoes 
Treves, S., Jaffe, B., Welch, K. and 
Strand, R. — Cerebrospinal Fluid 


Rhinorrhea Via the Fossa of Rosen- 
muller. 


Trible, W. M. — Management of the 
Oo ees ene 
Trible, W. M. and Small, A. — Thorium 


Dioxide Granuloma of the Neck. 


Trooskin, S. Z., Krieger, A. J. and Det- 
wiler, J. S.—Respiratory Function in 
Infants with Arnold-Chiari Malforma- 
tion. 





549 


780 


903 


.-. - 1633 


1927 


Tsakraklides, V., Berlinger, N. T., Pol- 
lak, K., Adams, G. T., Yang, M. and 
Good, R. A.—Prognostic Significance 
of Lymph Node Histology in Patients 
with Squamous Cell Carcinoma of the 
Larynx, Pharynx or Oral Cavity. 


Tsui, H. N. and Loré, J. M., Jr. — Con- 
genital Subglottic Fibroma in the New- 
rm 


Tucker, H. M. 
Reinnervation. 


Tucker, J. A., Healy, G. B. and Holt, G. 
P. — Bifid Epiglottis: A Rare Laryn- 
geal Anomaly. 


792 


571 


— Human Laryngeal 


769 


Valvassori, G. E., Hipskind, M. M., Lind- 
say, J. R. and Jones, T. D. — Recur- 
rent Meningitis and Labyrinthine 
Gusher Related to Congenital Defects 
of Labyrinthine Capsule and Stapes 


SS oh ae ee 682 
Veltri, R. W. and Sprinkle, P. M. — Re- 

current Adenotonsillitis: A New Con- 

GEES ‘cip:c0-c se stwea sa beds ei veeeeen 58 


Veltri, R. W., Sprinkle, P. M. and Wade, 
J. — Clinical Significance of Viral 
Latency. 1 


Voorhees, R. L. — Vascular Anatomy of 
the Eustachian Tube in the Guinea 


BE Dope csntccabeasrcheee se . . 1087 
Ww 
ba J., Sprinkle, P. M. and Veltri, R. 
V. — Clinical Significance of Viral 
ge eel FN. Pee er eet ee 1815 


Wallenborn, P. A., Jr. — Papillomas of 
Larynx and Pharynx. .............. 1663 


Walloch, R. A. and Taylor-Spikes, M. — 
Auditory Thresholds in the Guinea 
Pig: A Preliminary Report of a Be- 
havioral Technique, Employing a Food 
Reward 


Watanabe, N., Mogi, G., Maeda, S. 
and Yoshida, T. — Otitis Media with 
Effusion: Specific Antibody Activities 
Against Exotoxins in Middle Ear Ef- 
fusions. 


Webster, R. C., Davidson, T. M. and 
mith, R. C. — Wound Closure with 
Absorbable Sutures — Practical Sug- 
gestions on Facial Plastic Surgery — 
Se EO Es daw eG avec asewie wee 


Weiland, L. H., McDonald, T. J. and 
DeSanto, L. W. — Supraglottic Lar- 
ynx and Its Pathology as Studied by 
Whole Laryngeal Sections. 





1928 


Weintraub, J., Arenberg, I. K., Spector, 
G. J. and Stroud, M. H. — The Ef- 


ficacy of “Conservative” Medical Reg- 
imen in the Rate of Hearing Losses 
in Méniére’s Syndrome: A Retrospec- 
tive, 


Computerized Statistical Analy- 


Weitzel, G. J. and Myers, E. N. 
Rhabdomyoma of the Pharynx. 

Welch, K., Strand, R., Treves, S. and 
Jaffe, B. Cerebrospinal Fluid 
Rhinorrhea Via the Fossa of Rosen- 
muller. 


Welsh, J. J. 


and Welsh, L. W. — Frac- 


tures of the Edentulous Maxilla and 
1 


Mandible. 


Welsh, L. W. and Welsh, J. J. — Frac- 
tures of the Edentulous Maxilla and 
PUINEIORY, 0. oa ondia ride tclais o Wislc aa's «0x 


Wette, R., May, M., Hardin, W. B., Jr. 
and Sullivan, J. — Natural History of 
Bell’s Palsy: The Salivary Flow Test 
and Other Prognostic Indicators. .... 


Wette, R., May, M., Hardin, W. B., Jr. 
and Sullivan, J. — Use of Steroids in 
Bell’s Palsy: A Prospective Controlled 
Study. 


Whicker, J. H., Neel, H. B., III and Lake, 
C. F. — Thin Rubber Sheeting in 
Frontal Sinus Surgery: Animal and 
OS ge a eee ee Se 


Whitehead, W. M., Travis, L. W. and 
Work, W. P. Radiologic Ad- 
vance in the Diagnosis of Disorders of 
the Larynx. 


Williams, E. H. and Hawkins, D. B. — 
Tracheostomy in Infants and Young 
Children. 


Wills, P. I., Sessions, R. B., Alford, B. 
R., Harrell, J. E. and Evans, R. A. — 
Juvenile Nasopharyngeal Angiofibro- 
ma: Radiographic Aspects. 

Winklehake, B. G., Bone, R. C., Feren, 
A. P. and Nahum, A. M. — Laryn- 
geal Papillomatosis: Immunologic and 
Viral Basis for Therapy. 

Wood, J. W., Hendershot, E. L. and 
Bennhoff, D. — Middle Cranial Fossa 
Approach to Petrous Apex. 

Woolf, C., Henderson, R. D. and Marry- 
att, G. — Pharyngoesophageal Dys- 
pnea and Gastroesophageal Reflux. . 

Work, W. P. and Newman, M. H. 
Arytenoidectomy Revisited. 

Work, W. P., Travis, L. W. and White- 
house, W. M. Radiologic Ad- 
vance in the Diagnosis of Disorders of 
the Larynn, ies ces eee oa es 


INDEX. 


1333 


704 


780 


331 


341 


658 


.1531 


780 


Wortzman, G. and Holgate, R. C. — 
Computerized Tomography (CT) in 
Otolaryngology. 

Wright, W. K. — Conchal Perichondrium 
as a Tympanic Graft with Maintenance 
of Drum Conization. 


Wright, W. K. — Influence of Surround- 
ing Structure and Prevention. 


y 

Yang, M., Berlinger, N. T., Tsakrak- 
lides, V., Pollak, K., Adams, G. L. and 
Good, R. A.—Prognostic Significance 
of Lymph Node Histology in Patients 
with Squamous Cell Carcinoma of the 
Larynx, Pharynx or Oral Cavity. 


Yarington, C. T., Jr., Martin, R. and 
Yonkers, A. J. — Perichondritis of the 


Yarington, C. T., Yonkers, A. J. and Bed- 
doe, G. M. — Avoiding Complica- 
tions in Radical Neck Dissections. 

Yee, . F., Skolnik, E. M. and Golden, 
T A. — Transposition of Lingual 
Thyroid. 


Yee, K. F., Skolnik, E. M. and Keyes, G. 


R. — Flap Reconstruction in Major 
1 


Surgery of Head and Neck. 


Yonkers, A. J., Martin, R. and Yarington, 
C. T., Jr. — Perichondritis of the Ear. 


Yonkers, A. J., Yarington, C. T. and Bed- 
doe, G. M. — Avoiding Complications 
in Radical Neck Dissections. 

Yoshida, T., Mogi, G. and Maeda, S. — 
Histiocytic Medullary Reticulosis with 
Involvement of the Nose. 


Yoshida, T., Watanabe, W., Mogi, G. 
and Maeda, S. — Otitis Media with 
Effusion: Specific Antibody Activities 
Against Exotoxins in Middle Ear Ef- 
fusions. 


Youngblood, D. G., Farmer, J. C., Thom- 
as, W. G. and Bennett, P. B. — In- 


oseeegeseuwsece Cee 1552 


191 


50 


792 


664 


2, 


ray 


oveeees ote 1752 


ner Ear Decompression Sickness. ....1315 


Youngs, J. N. and Kuhn, S. K. — The 
Effect on Perilymph on the Alteration 
of Serum Glucose or Calcium Concen- 
trations. 


Yung, A. K. and Cantrell, 
Quinsy Tonsillectomy. 


R. W. 


Z 
Zerlin, S. and Naunton, R. F. — Basis 
and Some Diagnostic Implications of 
Electrocochleography. 
Zimny, M., Lyons, G. D., Melancon, B. 
B. and Kearby, N. L. — The Otologi- 
cal Aspects of Palatal Myoclonus. .. 





